

Welcome to openSUSE Tumbleweed 20240527 - Kernel 6.9.1-1-default (hvc0).

ens4: 10.0.2.15 fe80::5054:ff:fe12:3456


susetest login: 

Welcome to openSUSE Tumbleweed 20240527 - Kernel 6.9.1-1-default (hvc0).

ens4: 10.0.2.15 fec0::cb79:3e19:4b91:d5ce


susetest login: 

susetest login: 

Welcome to openSUSE Tumbleweed 20240527 - Kernel 6.9.1-1-default (hvc0).

ens4: 10.0.2.15 fec0::cb79:3e19:4b91:d5ce


susetest login: root

Password: 
Last login: Tue May 28 02:37:58 EDT 2024 on hvc0
Have a lot of fun...
[1msusetest:~ #[m(B export TERM=dumb; stty cols 2048; exec $SHELL
susetest:~ # PS1="# "
# export TERM=dumb; echo Gi8yV-$?-
Gi8yV-0-
# echo Logged into $(tty); echo 1XrKo-$?-
Logged into /dev/hvc0
1XrKo-0-
# which bats; echo d3J0P-$?-
which: no bats in (/sbin:/usr/sbin:/usr/local/sbin:/root/bin:/usr/local/bin:/usr/bin:/bin)
d3J0P-1-
# timeout  300 curl -sL https://github.com/bats-core/bats-core/archive/refs/tags/v1.11.0.tar.gz | tar -zxf -; echo EPUlL-$?-
EPUlL-0-
# cd bats-core-1.11.0; echo 2GxhO-$?-
2GxhO-0-
# bash ./install.sh /usr/local; echo rMnnk-$?-
Installed Bats to /usr/local/bin/bats
rMnnk-0-
# mkdir -m 0750 /etc/sudoers.d/; echo 2Suhl-$?-
mkdir: cannot create directory ‘/etc/sudoers.d/’: File exists
2Suhl-1-
# echo 'Defaults secure_path="/usr/sbin:/usr/bin:/sbin:/bin:/usr/local/bin"' > /etc/sudoers.d/usrlocal; echo Qtff8-$?-
Qtff8-0-
# rpm -q jq openssl podman python3-passlib skopeo; echo U8erz-$?-
package jq is not installed
package openssl is not installed
package podman is not installed
package python3-passlib is not installed
package skopeo is not installed
U8erz-5-
# zypper -n in jq openssl podman python3-passlib skopeo | cat; ( exit ${PIPESTATUS[0]} ); echo GHPEa-$?-
Loading repository data...
Reading installed packages...
'python3-passlib' not found in package names. Trying capabilities.
Resolving package dependencies...

The following 5 recommended packages were automatically selected:
  gvisor-tap-vsock python311-argon2-cffi python311-bcrypt python311-cryptography python311-scrypt

The following 34 NEW packages are going to be installed:
  aardvark-dns catatonit conmon crun fuse-overlayfs gvisor-tap-vsock iptables jq libcontainers-common libcontainers-default-policy libfuse3-3 libip4tc2 libip6tc2 libjq1 libkrun1 libkrunfw3 libonig5 netavark openssl openssl-3 passt podman python311-argon2-cffi python311-argon2-cffi-bindings python311-bcrypt python311-cffi python311-cryptography python311-passlib python311-pycparser python311-scrypt registries-conf-default skopeo skopeo-bash-completion xtables-plugins

34 new packages to install.
Overall download size: 46.2 MiB. Already cached: 0 B. After the operation, additional 158.8 MiB will be used.

Backend:  classic_rpmtrans
Continue? [y/n/v/...? shows all options] (y): y
Retrieving: aardvark-dns-1.10.0-1.3.x86_64 (OSS) (1/34), 989.7 KiB    
Retrieving: aardvark-dns-1.10.0-1.3.x86_64.rpm [.done]
Retrieving: catatonit-0.2.0-1.4.x86_64 (OSS) (2/34), 290.5 KiB    
Retrieving: catatonit-0.2.0-1.4.x86_64.rpm [.done]
Retrieving: conmon-2.1.12-1.1.x86_64 (OSS) (3/34),  50.5 KiB    
Retrieving: conmon-2.1.12-1.1.x86_64.rpm [.done]
Retrieving: gvisor-tap-vsock-0.7.2-1.3.x86_64 (OSS) (4/34),   5.0 MiB    
Retrieving: gvisor-tap-vsock-0.7.2-1.3.x86_64.rpm [.done]
Retrieving: libcontainers-default-policy-20240408-2.1.noarch (OSS) (5/34), 342.6 KiB    
Retrieving: libcontainers-default-policy-20240408-2.1.noarch.rpm [.done]
Retrieving: libfuse3-3-3.16.2-1.3.x86_64 (OSS) (6/34),  83.3 KiB    
Retrieving: libfuse3-3-3.16.2-1.3.x86_64.rpm [.done]
Retrieving: libip4tc2-1.8.10-2.3.x86_64 (OSS) (7/34),  23.5 KiB    
Retrieving: libip4tc2-1.8.10-2.3.x86_64.rpm [.done]
Retrieving: libip6tc2-1.8.10-2.3.x86_64 (OSS) (8/34),  23.8 KiB    
Retrieving: libip6tc2-1.8.10-2.3.x86_64.rpm [.done]
Retrieving: libkrunfw3-3.8.1-1.8.x86_64 (OSS) (9/34),   3.9 MiB    
Retrieving: libkrunfw3-3.8.1-1.8.x86_64.rpm [.done]
Retrieving: libonig5-6.9.9-1.3.x86_64 (OSS) (10/34), 180.9 KiB    
Retrieving: libonig5-6.9.9-1.3.x86_64.rpm [.done]
Retrieving: openssl-3.1.4-3.2.noarch (OSS) (11/34),  10.6 KiB    
Retrieving: openssl-3.1.4-3.2.noarch.rpm [.done]
Retrieving: openssl-3-3.1.4-8.1.x86_64 (OSS) (12/34),   1.2 MiB    
Retrieving: openssl-3-3.1.4-8.1.x86_64.rpm [.done]
Retrieving: passt-20240510.7288448-1.1.x86_64 (OSS) (13/34), 236.3 KiB    
Retrieving: passt-20240510.7288448-1.1.x86_64.rpm [.done]
Retrieving: python311-bcrypt-4.1.3-1.1.x86_64 (OSS) (14/34), 261.4 KiB    
Retrieving: python311-bcrypt-4.1.3-1.1.x86_64.rpm [.done]
Retrieving: python311-pycparser-2.22-1.1.noarch (OSS) (15/34), 266.0 KiB    
Retrieving: python311-pycparser-2.22-1.1.noarch.rpm [.done]
Retrieving: python311-scrypt-0.8.24-1.2.x86_64 (OSS) (16/34),  49.5 KiB    
Retrieving: python311-scrypt-0.8.24-1.2.x86_64.rpm [.done]
Retrieving: registries-conf-default-20240408-2.1.noarch (OSS) (17/34), 344.1 KiB    
Retrieving: registries-conf-default-20240408-2.1.noarch.rpm [.done]
Retrieving: xtables-plugins-1.8.10-2.3.x86_64 (OSS) (18/34), 242.4 KiB    
Retrieving: xtables-plugins-1.8.10-2.3.x86_64.rpm [.done]
Retrieving: netavark-1.10.3-1.2.x86_64 (OSS) (19/34),   4.1 MiB    
Retrieving: netavark-1.10.3-1.2.x86_64.rpm [.done]
Retrieving: fuse-overlayfs-1.13-1.3.x86_64 (OSS) (20/34),  61.7 KiB    
Retrieving: fuse-overlayfs-1.13-1.3.x86_64.rpm [.done]
Retrieving: libkrun1-1.4.10-1.9.x86_64 (OSS) (21/34),   1.8 MiB    
Retrieving: libkrun1-1.4.10-1.9.x86_64.rpm [.done]
Retrieving: libjq1-1.7.1-1.3.x86_64 (OSS) (22/34), 145.4 KiB    
Retrieving: libjq1-1.7.1-1.3.x86_64.rpm [.done]
Retrieving: python311-cffi-1.16.0-2.2.x86_64 (OSS) (23/34), 367.0 KiB    
Retrieving: python311-cffi-1.16.0-2.2.x86_64.rpm [.done]
Retrieving: libcontainers-common-20240408-2.1.noarch (OSS) (24/34), 451.5 KiB    
Retrieving: libcontainers-common-20240408-2.1.noarch.rpm [.done]
Retrieving: iptables-1.8.10-2.3.x86_64 (OSS) (25/34), 229.7 KiB    
Retrieving: iptables-1.8.10-2.3.x86_64.rpm [.done]
Retrieving: crun-1.14.4-1.2.x86_64 (OSS) (26/34), 244.3 KiB    
Retrieving: crun-1.14.4-1.2.x86_64.rpm [.done]
Retrieving: jq-1.7.1-1.3.x86_64 (OSS) (27/34),  81.7 KiB    
Retrieving: jq-1.7.1-1.3.x86_64.rpm [.done]
Retrieving: python311-cryptography-42.0.7-1.1.x86_64 (OSS) (28/34),   1.2 MiB    
Retrieving: python311-cryptography-42.0.7-1.1.x86_64.rpm [.done]
Retrieving: python311-argon2-cffi-bindings-21.2.0-3.7.x86_64 (OSS) (29/34),  26.1 KiB    
Retrieving: python311-argon2-cffi-bindings-21.2.0-3.7.x86_64.rpm [.done]
Retrieving: skopeo-1.15.0-1.2.x86_64 (OSS) (30/34),   8.3 MiB    
Retrieving: skopeo-1.15.0-1.2.x86_64.rpm [..done (4.7 MiB/s)]
Retrieving: podman-5.0.3-1.1.x86_64 (OSS) (31/34),  14.9 MiB    
Retrieving: podman-5.0.3-1.1.x86_64.rpm [.done]
Retrieving: python311-argon2-cffi-23.1.0-1.5.noarch (OSS) (32/34),  42.0 KiB    
Retrieving: python311-argon2-cffi-23.1.0-1.5.noarch.rpm [.done]
Retrieving: skopeo-bash-completion-1.15.0-1.2.noarch (OSS) (33/34),  39.5 KiB    
Retrieving: skopeo-bash-completion-1.15.0-1.2.noarch.rpm [.done]
Retrieving: python311-passlib-1.7.4-6.6.noarch (OSS) (34/34), 889.5 KiB    
Retrieving: python311-passlib-1.7.4-6.6.noarch.rpm [.done]

Checking for file conflicts: [.......done]
( 1/34) Installing: aardvark-dns-1.10.0-1.3.x86_64 [..done]
( 2/34) Installing: catatonit-0.2.0-1.4.x86_64 [..done]
( 3/34) Installing: conmon-2.1.12-1.1.x86_64 [..done]
( 4/34) Installing: gvisor-tap-vsock-0.7.2-1.3.x86_64 [...done]
( 5/34) Installing: libcontainers-default-policy-20240408-2.1.noarch [..done]
( 6/34) Installing: libfuse3-3-3.16.2-1.3.x86_64 [..done]
( 7/34) Installing: libip4tc2-1.8.10-2.3.x86_64 [..done]
( 8/34) Installing: libip6tc2-1.8.10-2.3.x86_64 [..done]
( 9/34) Installing: libkrunfw3-3.8.1-1.8.x86_64 [..done]
(10/34) Installing: libonig5-6.9.9-1.3.x86_64 [..done]
(11/34) Installing: openssl-3.1.4-3.2.noarch [..done]
(12/34) Installing: openssl-3-3.1.4-8.1.x86_64 [..done]
(13/34) Installing: passt-20240510.7288448-1.1.x86_64 [..done]
(14/34) Installing: python311-bcrypt-4.1.3-1.1.x86_64 [..done]
(15/34) Installing: python311-pycparser-2.22-1.1.noarch [..done]
(16/34) Installing: python311-scrypt-0.8.24-1.2.x86_64 [..done]
(17/34) Installing: registries-conf-default-20240408-2.1.noarch [..done]
(18/34) Installing: xtables-plugins-1.8.10-2.3.x86_64 [..done]
(19/34) Installing: netavark-1.10.3-1.2.x86_64 [...done]
(20/34) Installing: fuse-overlayfs-1.13-1.3.x86_64 [..done]
(21/34) Installing: libkrun1-1.4.10-1.9.x86_64 [..done]
(22/34) Installing: libjq1-1.7.1-1.3.x86_64 [..done]
(23/34) Installing: python311-cffi-1.16.0-2.2.x86_64 [..done]
(24/34) Installing: libcontainers-common-20240408-2.1.noarch [..done]
(25/34) Installing: iptables-1.8.10-2.3.x86_64 [..done]
(26/34) Installing: crun-1.14.4-1.2.x86_64 [..done]
(27/34) Installing: jq-1.7.1-1.3.x86_64 [..done]
(28/34) Installing: python311-cryptography-42.0.7-1.1.x86_64 [..done]
(29/34) Installing: python311-argon2-cffi-bindings-21.2.0-3.7.x86_64 [..done]
(30/34) Installing: skopeo-1.15.0-1.2.x86_64 [...done]
(31/34) Installing: podman-5.0.3-1.1.x86_64 [.....done]
(32/34) Installing: python311-argon2-cffi-23.1.0-1.5.noarch [..done]
(33/34) Installing: skopeo-bash-completion-1.15.0-1.2.noarch [..done]
(34/34) Installing: python311-passlib-1.7.4-6.6.noarch [..done]
Running post-transaction scripts [....done]
GHPEa-0-
# curl -o /usr/local/bin/htpasswd http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/data/containers/htpasswd; echo QrVEk-$?-
  % Total    % Received % Xferd  Average Speed   Time    Time     Time  Current
                                 Dload  Upload   Total   Spent    Left  Speed

  0     0    0     0    0     0      0      0 --:--:-- --:--:-- --:--:--     0
100   346  100   346    0     0  24214      0 --:--:-- --:--:-- --:--:-- 24714
QrVEk-0-
# chmod +x /usr/local/bin/htpasswd; echo jUb2K-$?-
jUb2K-0-
# cat > /tmp/scriptQHMIN.sh << 'EOT_QHMIN'; echo QHMIN-$?-
> skopeo --version
> EOT_QHMIN
QHMIN-0-
# echo QHMIN; bash -oe pipefail /tmp/scriptQHMIN.sh ; echo SCRIPT_FINISHEDQHMIN-$?-
QHMIN
skopeo version 1.15.0
SCRIPT_FINISHEDQHMIN-0-
# test -f /etc/containers/mounts.conf -o -f /usr/share/containers/mounts.conf; echo WYFRk-$?-
WYFRk-1-
# grep bernhard /etc/passwd; echo bup7F-$?-
bernhard:x:1000:1000:bernhard:/home/bernhard:/bin/bash
bup7F-0-
# cd /var/tmp/skopeo-1.15.0/; echo 9o60M-$?-
9o60M-0-
# cp -r systemtest.orig systemtest; echo uRmQn-$?-
uRmQn-0-
# rm systemtest/none.bats; echo 4b~PD-$?-
rm: cannot remove 'systemtest/none.bats': No such file or directory
4b~PD-1-
# rm systemtest/none.bats; echo 4b~PD-$?-
rm: cannot remove 'systemtest/none.bats': No such file or directory
4b~PD-1-
# cat > /tmp/scriptjTzfO.sh << 'EOT_jTzfO'; echo jTzfO-$?-
> podman version -f '{{.OsArch}}' | cut -d/ -f2
> EOT_jTzfO
jTzfO-0-
# echo jTzfO; bash -oe pipefail /tmp/scriptjTzfO.sh ; echo SCRIPT_FINISHEDjTzfO-$?-
jTzfO
amd64
SCRIPT_FINISHEDjTzfO-0-
# sed -i 's/arch=.*/arch=amd64/' systemtest/010-inspect.bats; echo 91Hys-$?-
91Hys-0-
# echo skopeo-root.tap .. > skopeo-root.tap; echo JhXue-$?-
JhXue-0-
# SKOPEO_BINARY=/usr/bin/skopeo SKOPEO_TEST_REGISTRY_FQIN= bats --tap systemtest | tee -a skopeo-root.tap; echo 5vy9j-$?-
1..27
ok 1 skopeo version emits reasonable output
ok 2 inspect: basic
ok 3 inspect: env
ok 4 inspect: image manifest list w/ diff platform
ok 5 inspect: don't list tags
ok 6 copy: dir, round trip
not ok 7 copy: oci, round trip
# (from function `log_and_run' in file systemtest/helpers.bash, line 130,
#  from function `start_registry' in file systemtest/helpers.bash, line 354,
#  from function `setup' in test file systemtest/020-copy.bats, line 11)
#   `start_registry reg' failed with status 125
# $ podman --cgroup-manager=cgroupfs run -d --name reg -v /tmp/skopeo_bats.G9v7dx/auth:/auth:Z -p 5000:5000 quay.io/libpod/registry:2
# Error: creating container storage: the container name "reg" is already in use by adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663. You have to remove that container to be able to reuse that name: that name is already in use, or use --replace to instruct Podman to do so.
# time="2024-05-28T06:53:24-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 8 copy: oci, zstd
# (from function `log_and_run' in file systemtest/helpers.bash, line 130,
#  from function `start_registry' in file systemtest/helpers.bash, line 354,
#  from function `setup' in test file systemtest/020-copy.bats, line 11)
#   `start_registry reg' failed with status 125
# $ podman --cgroup-manager=cgroupfs run -d --name reg -v /tmp/skopeo_bats.545VMF/auth:/auth:Z -p 5000:5000 quay.io/libpod/registry:2
# Error: creating container storage: the container name "reg" is already in use by adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663. You have to remove that container to be able to reuse that name: that name is already in use, or use --replace to instruct Podman to do so.
# time="2024-05-28T06:53:39-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 9 copy: oci w/ and w/o tags
# (from function `log_and_run' in file systemtest/helpers.bash, line 130,
#  from function `start_registry' in file systemtest/helpers.bash, line 354,
#  from function `setup' in test file systemtest/020-copy.bats, line 11)
#   `start_registry reg' failed with status 125
# $ podman --cgroup-manager=cgroupfs run -d --name reg -v /tmp/skopeo_bats.NhBvfq/auth:/auth:Z -p 5000:5000 quay.io/libpod/registry:2
# Error: creating container storage: the container name "reg" is already in use by adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663. You have to remove that container to be able to reuse that name: that name is already in use, or use --replace to instruct Podman to do so.
# time="2024-05-28T06:53:54-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 10 copy: registry -> storage -> oci-archive
# (from function `log_and_run' in file systemtest/helpers.bash, line 130,
#  from function `start_registry' in file systemtest/helpers.bash, line 354,
#  from function `setup' in test file systemtest/020-copy.bats, line 11)
#   `start_registry reg' failed with status 125
# $ podman --cgroup-manager=cgroupfs run -d --name reg -v /tmp/skopeo_bats.1bFnGY/auth:/auth:Z -p 5000:5000 quay.io/libpod/registry:2
# Error: creating container storage: the container name "reg" is already in use by adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663. You have to remove that container to be able to reuse that name: that name is already in use, or use --replace to instruct Podman to do so.
# time="2024-05-28T06:54:09-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 11 copy: bug 651
# (from function `log_and_run' in file systemtest/helpers.bash, line 130,
#  from function `start_registry' in file systemtest/helpers.bash, line 354,
#  from function `setup' in test file systemtest/020-copy.bats, line 11)
#   `start_registry reg' failed with status 125
# $ podman --cgroup-manager=cgroupfs run -d --name reg -v /tmp/skopeo_bats.LTUQfV/auth:/auth:Z -p 5000:5000 quay.io/libpod/registry:2
# Error: creating container storage: the container name "reg" is already in use by adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663. You have to remove that container to be able to reuse that name: that name is already in use, or use --replace to instruct Podman to do so.
# time="2024-05-28T06:54:24-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 12 copy: manifest format
# (from function `log_and_run' in file systemtest/helpers.bash, line 130,
#  from function `start_registry' in file systemtest/helpers.bash, line 354,
#  from function `setup' in test file systemtest/020-copy.bats, line 11)
#   `start_registry reg' failed with status 125
# $ podman --cgroup-manager=cgroupfs run -d --name reg -v /tmp/skopeo_bats.aJzQsq/auth:/auth:Z -p 5000:5000 quay.io/libpod/registry:2
# Error: creating container storage: the container name "reg" is already in use by adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663. You have to remove that container to be able to reuse that name: that name is already in use, or use --replace to instruct Podman to do so.
# time="2024-05-28T06:54:40-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 13 copy: additional tag
# (from function `log_and_run' in file systemtest/helpers.bash, line 130,
#  from function `start_registry' in file systemtest/helpers.bash, line 354,
#  from function `setup' in test file systemtest/020-copy.bats, line 11)
#   `start_registry reg' failed with status 125
# $ podman --cgroup-manager=cgroupfs run -d --name reg -v /tmp/skopeo_bats.KCmsKO/auth:/auth:Z -p 5000:5000 quay.io/libpod/registry:2
# Error: creating container storage: the container name "reg" is already in use by adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663. You have to remove that container to be able to reuse that name: that name is already in use, or use --replace to instruct Podman to do so.
# time="2024-05-28T06:54:55-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 14 copy: shared blob directory
# (from function `log_and_run' in file systemtest/helpers.bash, line 130,
#  from function `start_registry' in file systemtest/helpers.bash, line 354,
#  from function `setup' in test file systemtest/020-copy.bats, line 11)
#   `start_registry reg' failed with status 125
# $ podman --cgroup-manager=cgroupfs run -d --name reg -v /tmp/skopeo_bats.SMX9Qq/auth:/auth:Z -p 5000:5000 quay.io/libpod/registry:2
# Error: creating container storage: the container name "reg" is already in use by adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663. You have to remove that container to be able to reuse that name: that name is already in use, or use --replace to instruct Podman to do so.
# time="2024-05-28T06:55:10-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 15 copy: sif image
# (from function `log_and_run' in file systemtest/helpers.bash, line 130,
#  from function `start_registry' in file systemtest/helpers.bash, line 354,
#  from function `setup' in test file systemtest/020-copy.bats, line 11)
#   `start_registry reg' failed with status 125
# $ podman --cgroup-manager=cgroupfs run -d --name reg -v /tmp/skopeo_bats.k39aez/auth:/auth:Z -p 5000:5000 quay.io/libpod/registry:2
# Error: creating container storage: the container name "reg" is already in use by adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663. You have to remove that container to be able to reuse that name: that name is already in use, or use --replace to instruct Podman to do so.
# time="2024-05-28T06:55:25-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 16 local registry, with cert
# (from function `log_and_run' in file systemtest/helpers.bash, line 130,
#  from function `start_registry' in file systemtest/helpers.bash, line 354,
#  from function `setup' in test file systemtest/030-local-registry-tls.bats, line 11)
#   `start_registry --with-cert --enable-delete=true reg' failed with status 125
# $ openssl req -newkey rsa:4096 -nodes -sha256 -keyout /tmp/skopeo_bats.lTkErU/auth/domain.key -x509 -days 2 -out /tmp/skopeo_bats.lTkErU/auth/domain.crt -subj /C=US/ST=Foo/L=Bar/O=Red Hat, Inc./CN=registry host certificate -addext subjectAltName=DNS:localhost
# ...+.........+..+.+...+......+...........+.........+++++++++++++++++++++++++++++++++++++++++++++*....+....+++++++++++++++++++++++++++++++++++++++++++++*.......+....+..+....+.....+.........+....+......+.................+....+........+.+..+....+..............+......+...+......+......+.+...+.........+..+................+........+.......+..+..........+...........+.....................+....+......+.....+....+.....+.+........+.......+......+............+.....+..........+..+...+.+......+...+...+........+.........+.+......+......+.........+....................+..................+......................+.........+.........+...+.................+.+..+.........+..........+.....+......+.......+........+.........+...+.+..+.......+........+............+.+..............+......+.+...+.....+.......+......+...+............+..+.+......+...............+........+......+.+...............+......+.........+.....+...+......+..........+..+...+....+...+................................+......+.+..............................+...+...........+.+..................+........+...............+...+...............+....+......+......+........+............+.........+.+.........+.................+.........+........................+.......+.........+...........+...+.........+......+.+.....+....+.........+..+....+..+...............+...+.........................+......+.........+...........+........................+....+...+..+...............+...+............+......+.......+...+......+.....+......+...+....+..+...+..........+...+............+..+...+.......+...............+...+......+..+...................+.....+............................+......+.....................+.........+.....+....+...+.....+...+.......+..+..................+..........+............+.....................+....................+.+...+........+............+......+..........+......+...+...........+......+...............+.+............+.....+...........................+...+.......+.........+..+.......+...........+.+......+.................+.......+...+............+...+........+.......+..+...+......+.......+............+.....+...+.........+....+..+.......+.....+...+.............+..+...+.......+..+.+.........+..+...+......+.......+...+......+.....+.+.....+...+..........+.....+..........+..+............+.+............+..+...+..........+.........+......+........+....+.....+......+....+........+...+.........+...............+..........+...+...+......+.....+................+............+..+.........+....+..+.+........+.......+...+.........+...........+.+...............+.....+..........+......+............+...+..+..................+...+....+......+.........+..+....+..+..........+............+......+.....+..........+......+......+..+......+.+...........+.............+..+.........+................+..+...+....+........+.+............+..............+...............+.+.................+............+.............+...............+......+............+..+......+.+...........+..........+...+..........................+......+.......+......+..+...+....+...........+.+...........+....+.....+.............+......+..+.......+..+......+.......+..+......+....+..............+.........+.+......+.....+......+...................+...+..+.........+.......+.........+.........+..+...............+............+................+..+....+...+..+...+...+....+......+........+....+......+..+....+...............+......+.........+...+...+..+.+.....+......+.+..+.+.....+...............+......................+...+..+.......+........+..........+.........+........+.......+......+..+..........+.....+......+......+......+.............+...........+...+......+....+++++
# ....+.....+.+...............+..+...+.+...+...+............+..+.+..+......+.......+.........+...+++++++++++++++++++++++++++++++++++++++++++++*.+.+.....+....+++++++++++++++++++++++++++++++++++++++++++++*....................+.....+......+..........+...+..+.+............+......+.........+.....+..................+............+...+.......+.....+.............+..+............+...+...+.......+..+....+.....+....+..+...............+..........+......+.........+.........+............+.....+.........+..............................+...............+...................+...........+...+............+...............................+.....+..........+..+.+..+....+........+................+...............+..............+..........+..+......+..........+.....+.......+.....+...+..................+....+.....+++++
# -----
# $ cp /tmp/skopeo_bats.lTkErU/auth/domain.crt /tmp/skopeo_bats.lTkErU/client-auth/
# $ podman --cgroup-manager=cgroupfs run -d --name reg -v /tmp/skopeo_bats.lTkErU/auth:/auth:Z -p 5000:5000 -e REGISTRY_STORAGE_DELETE_ENABLED=true -e REGISTRY_HTTP_TLS_CERTIFICATE=/auth/domain.crt -e REGISTRY_HTTP_TLS_KEY=/auth/domain.key quay.io/libpod/registry:2
# Error: creating container storage: the container name "reg" is already in use by adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663. You have to remove that container to be able to reuse that name: that name is already in use, or use --replace to instruct Podman to do so.
# time="2024-05-28T06:55:41-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 17 auth: credentials on command line
# (from function `log_and_run' in file systemtest/helpers.bash, line 130,
#  from function `start_registry' in file systemtest/helpers.bash, line 354,
#  from function `setup' in test file systemtest/040-local-registry-auth.bats, line 15)
#   `start_registry --testuser=$testuser --testpassword=$testpassword --enable-delete=true reg' failed with status 125
# grep: /tmp/skopeo_bats.QeX8v8/auth/htpasswd: No such file or directory
# (trapped) error reading bcrypt version
# Traceback (most recent call last):
#   File "/usr/lib/python3.11/site-packages/passlib/handlers/bcrypt.py", line 620, in _load_backend_mixin
#     version = _bcrypt.__about__.__version__
#               ^^^^^^^^^^^^^^^^^
# AttributeError: module 'bcrypt' has no attribute '__about__'
# $ podman --cgroup-manager=cgroupfs run -d --name reg -v /tmp/skopeo_bats.QeX8v8/auth:/auth:Z -p 5000:5000 -e REGISTRY_STORAGE_DELETE_ENABLED=true -e REGISTRY_AUTH=htpasswd -e REGISTRY_AUTH_HTPASSWD_PATH=/auth/htpasswd -e REGISTRY_AUTH_HTPASSWD_REALM=Registry Realm quay.io/libpod/registry:2
# Error: creating container storage: the container name "reg" is already in use by adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663. You have to remove that container to be able to reuse that name: that name is already in use, or use --replace to instruct Podman to do so.
# time="2024-05-28T06:55:57-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 18 auth: credentials via podman login
# (from function `log_and_run' in file systemtest/helpers.bash, line 130,
#  from function `start_registry' in file systemtest/helpers.bash, line 354,
#  from function `setup' in test file systemtest/040-local-registry-auth.bats, line 15)
#   `start_registry --testuser=$testuser --testpassword=$testpassword --enable-delete=true reg' failed with status 125
# grep: /tmp/skopeo_bats.tjzGrm/auth/htpasswd: No such file or directory
# (trapped) error reading bcrypt version
# Traceback (most recent call last):
#   File "/usr/lib/python3.11/site-packages/passlib/handlers/bcrypt.py", line 620, in _load_backend_mixin
#     version = _bcrypt.__about__.__version__
#               ^^^^^^^^^^^^^^^^^
# AttributeError: module 'bcrypt' has no attribute '__about__'
# $ podman --cgroup-manager=cgroupfs run -d --name reg -v /tmp/skopeo_bats.tjzGrm/auth:/auth:Z -p 5000:5000 -e REGISTRY_STORAGE_DELETE_ENABLED=true -e REGISTRY_AUTH=htpasswd -e REGISTRY_AUTH_HTPASSWD_PATH=/auth/htpasswd -e REGISTRY_AUTH_HTPASSWD_REALM=Registry Realm quay.io/libpod/registry:2
# Error: creating container storage: the container name "reg" is already in use by adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663. You have to remove that container to be able to reuse that name: that name is already in use, or use --replace to instruct Podman to do so.
# time="2024-05-28T06:56:13-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 19 auth: copy with --src-creds and --dest-creds
# (from function `log_and_run' in file systemtest/helpers.bash, line 130,
#  from function `start_registry' in file systemtest/helpers.bash, line 354,
#  from function `setup' in test file systemtest/040-local-registry-auth.bats, line 15)
#   `start_registry --testuser=$testuser --testpassword=$testpassword --enable-delete=true reg' failed with status 125
# grep: /tmp/skopeo_bats.ch01BO/auth/htpasswd: No such file or directory
# (trapped) error reading bcrypt version
# Traceback (most recent call last):
#   File "/usr/lib/python3.11/site-packages/passlib/handlers/bcrypt.py", line 620, in _load_backend_mixin
#     version = _bcrypt.__about__.__version__
#               ^^^^^^^^^^^^^^^^^
# AttributeError: module 'bcrypt' has no attribute '__about__'
# $ podman --cgroup-manager=cgroupfs run -d --name reg -v /tmp/skopeo_bats.ch01BO/auth:/auth:Z -p 5000:5000 -e REGISTRY_STORAGE_DELETE_ENABLED=true -e REGISTRY_AUTH=htpasswd -e REGISTRY_AUTH_HTPASSWD_PATH=/auth/htpasswd -e REGISTRY_AUTH_HTPASSWD_REALM=Registry Realm quay.io/libpod/registry:2
# Error: creating container storage: the container name "reg" is already in use by adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663. You have to remove that container to be able to reuse that name: that name is already in use, or use --replace to instruct Podman to do so.
# time="2024-05-28T06:56:37-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 20 auth: credentials via authfile
# (from function `log_and_run' in file systemtest/helpers.bash, line 130,
#  from function `start_registry' in file systemtest/helpers.bash, line 354,
#  from function `setup' in test file systemtest/040-local-registry-auth.bats, line 15)
#   `start_registry --testuser=$testuser --testpassword=$testpassword --enable-delete=true reg' failed with status 125
# grep: /tmp/skopeo_bats.S3n4kh/auth/htpasswd: No such file or directory
# (trapped) error reading bcrypt version
# Traceback (most recent call last):
#   File "/usr/lib/python3.11/site-packages/passlib/handlers/bcrypt.py", line 620, in _load_backend_mixin
#     version = _bcrypt.__about__.__version__
#               ^^^^^^^^^^^^^^^^^
# AttributeError: module 'bcrypt' has no attribute '__about__'
# $ podman --cgroup-manager=cgroupfs run -d --name reg -v /tmp/skopeo_bats.S3n4kh/auth:/auth:Z -p 5000:5000 -e REGISTRY_STORAGE_DELETE_ENABLED=true -e REGISTRY_AUTH=htpasswd -e REGISTRY_AUTH_HTPASSWD_PATH=/auth/htpasswd -e REGISTRY_AUTH_HTPASSWD_REALM=Registry Realm quay.io/libpod/registry:2
# Error: creating container storage: the container name "reg" is already in use by adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663. You have to remove that container to be able to reuse that name: that name is already in use, or use --replace to instruct Podman to do so.
# time="2024-05-28T06:56:52-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 21 signing
# (from function `log_and_run' in file systemtest/helpers.bash, line 130,
#  from function `start_registry' in file systemtest/helpers.bash, line 354,
#  from function `setup' in test file systemtest/050-signing.bats, line 88)
#   `start_registry reg' failed with status 125
# gpg: keybox '/tmp/skopeo_bats.OyGaMe/skopeo-gpg/pubring.kbx' created
# gpg: /tmp/skopeo_bats.OyGaMe/skopeo-gpg/trustdb.gpg: trustdb created
# gpg: directory '/tmp/skopeo_bats.OyGaMe/skopeo-gpg/openpgp-revocs.d' created
# gpg: revocation certificate stored as '/tmp/skopeo_bats.OyGaMe/skopeo-gpg/openpgp-revocs.d/59C86A63ED7EBD4126B62A8E64E7602BB69F0602.rev'
# gpg: revocation certificate stored as '/tmp/skopeo_bats.OyGaMe/skopeo-gpg/openpgp-revocs.d/FC4769CA8C99BABE686EF06A04B6389A4B16E666.rev'
# $ podman --cgroup-manager=cgroupfs run -d --name reg -v /tmp/skopeo_bats.OyGaMe/auth:/auth:Z -p 5000:5000 quay.io/libpod/registry:2
# Error: creating container storage: the container name "reg" is already in use by adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663. You have to remove that container to be able to reuse that name: that name is already in use, or use --replace to instruct Podman to do so.
# time="2024-05-28T06:57:10-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 22 signing: remove signature
# (from function `log_and_run' in file systemtest/helpers.bash, line 130,
#  from function `start_registry' in file systemtest/helpers.bash, line 354,
#  from function `setup' in test file systemtest/050-signing.bats, line 88)
#   `start_registry reg' failed with status 125
# gpg: keybox '/tmp/skopeo_bats.1gkpjd/skopeo-gpg/pubring.kbx' created
# gpg: /tmp/skopeo_bats.1gkpjd/skopeo-gpg/trustdb.gpg: trustdb created
# gpg: directory '/tmp/skopeo_bats.1gkpjd/skopeo-gpg/openpgp-revocs.d' created
# gpg: revocation certificate stored as '/tmp/skopeo_bats.1gkpjd/skopeo-gpg/openpgp-revocs.d/16802342BFB66B045876706B65943D744848D4BF.rev'
# gpg: revocation certificate stored as '/tmp/skopeo_bats.1gkpjd/skopeo-gpg/openpgp-revocs.d/2958952420D437D092C05105BA72CE534CE1BD14.rev'
# $ podman --cgroup-manager=cgroupfs run -d --name reg -v /tmp/skopeo_bats.1gkpjd/auth:/auth:Z -p 5000:5000 quay.io/libpod/registry:2
# Error: creating container storage: the container name "reg" is already in use by adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663. You have to remove that container to be able to reuse that name: that name is already in use, or use --replace to instruct Podman to do so.
# time="2024-05-28T06:57:27-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 23 signing: standalone
# (from function `log_and_run' in file systemtest/helpers.bash, line 130,
#  from function `start_registry' in file systemtest/helpers.bash, line 354,
#  from function `setup' in test file systemtest/050-signing.bats, line 88)
#   `start_registry reg' failed with status 125
# gpg: keybox '/tmp/skopeo_bats.yMDxN0/skopeo-gpg/pubring.kbx' created
# gpg: /tmp/skopeo_bats.yMDxN0/skopeo-gpg/trustdb.gpg: trustdb created
# gpg: directory '/tmp/skopeo_bats.yMDxN0/skopeo-gpg/openpgp-revocs.d' created
# gpg: revocation certificate stored as '/tmp/skopeo_bats.yMDxN0/skopeo-gpg/openpgp-revocs.d/A6DC4257CDE923A75237F2F8358756C2270FD8ED.rev'
# gpg: revocation certificate stored as '/tmp/skopeo_bats.yMDxN0/skopeo-gpg/openpgp-revocs.d/2F6D640CD4A3A33129EE43A72430D2F6C5FF8660.rev'
# $ podman --cgroup-manager=cgroupfs run -d --name reg -v /tmp/skopeo_bats.yMDxN0/auth:/auth:Z -p 5000:5000 quay.io/libpod/registry:2
# Error: creating container storage: the container name "reg" is already in use by adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663. You have to remove that container to be able to reuse that name: that name is already in use, or use --replace to instruct Podman to do so.
# time="2024-05-28T06:57:44-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 24 delete: remove image from registry
# (from function `log_and_run' in file systemtest/helpers.bash, line 130,
#  from function `start_registry' in file systemtest/helpers.bash, line 354,
#  from function `setup' in test file systemtest/060-delete.bats, line 11)
#   `start_registry --enable-delete=true reg' failed with status 125
# $ podman --cgroup-manager=cgroupfs run -d --name reg -v /tmp/skopeo_bats.z8i1Ao/auth:/auth:Z -p 5000:5000 -e REGISTRY_STORAGE_DELETE_ENABLED=true quay.io/libpod/registry:2
# Error: creating container storage: the container name "reg" is already in use by adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663. You have to remove that container to be able to reuse that name: that name is already in use, or use --replace to instruct Podman to do so.
# time="2024-05-28T06:57:59-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
ok 25 list-tags: remote repository on a registry
ok 26 list-tags: from a docker-archive file
ok 27 sync: --dry-run
5vy9j-0-
# curl --form upload=@skopeo-root.tap --form upname=skopeo_integration-skopeo-root.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/skopeo-root.tap; echo YdfCl-$?-
OK: skopeo_integration-skopeo-root.tap
YdfCl-0-
# rm -rf systemtest; echo ipPCH-$?-
ipPCH-0-
# cd ~; echo qL7Vy-$?-
qL7Vy-0-
# rm -rf /var/tmp/skopeo-1.15.0/; echo CeHND-$?-
CeHND-0-
# which bats; echo d3J0P-$?-
/usr/local/bin/bats
d3J0P-0-
# rpm -q aardvark-dns catatonit gpg2 jq make netavark netcat-openbsd openssl podman python3-passlib skopeo socat sudo systemd-container buildah podman-remote python3-PyYAML criu passt qemu-x86; echo qyOOZ-$?-
aardvark-dns-1.10.0-1.3.x86_64
catatonit-0.2.0-1.4.x86_64
gpg2-2.4.5-1.1.x86_64
jq-1.7.1-1.3.x86_64
package make is not installed
netavark-1.10.3-1.2.x86_64
netcat-openbsd-1.203-4.11.x86_64
openssl-3.1.4-3.2.noarch
podman-5.0.3-1.1.x86_64
package python3-passlib is not installed
skopeo-1.15.0-1.2.x86_64
package socat is not installed
sudo-1.9.15p5-1.3.x86_64
package systemd-container is not installed
package buildah is not installed
package podman-remote is not installed
package python3-PyYAML is not installed
package criu is not installed
passt-20240510.7288448-1.1.x86_64
package qemu-x86 is not installed
qyOOZ-9-
# zypper -n in aardvark-dns catatonit gpg2 jq make netavark netcat-openbsd openssl podman python3-passlib skopeo socat sudo systemd-container buildah podman-remote python3-PyYAML criu passt qemu-x86 | cat; ( exit ${PIPESTATUS[0]} ); echo QnP02-$?-
Loading repository data...
Reading installed packages...
'python3-PyYAML' not found in package names. Trying capabilities.
'gpg2' is already installed.
No update candidate for 'gpg2-2.4.5-1.1.x86_64'. The highest available version is already installed.
'sudo' is already installed.
No update candidate for 'sudo-1.9.15p5-1.3.x86_64'. The highest available version is already installed.
'openssl' is already installed.
No update candidate for 'openssl-3.1.4-3.2.noarch'. The highest available version is already installed.
'jq' is already installed.
No update candidate for 'jq-1.7.1-1.3.x86_64'. The highest available version is already installed.
'podman' is already installed.
No update candidate for 'podman-5.0.3-1.1.x86_64'. The highest available version is already installed.
'skopeo' is already installed.
No update candidate for 'skopeo-1.15.0-1.2.x86_64'. The highest available version is already installed.
'netcat-openbsd' is already installed.
No update candidate for 'netcat-openbsd-1.203-4.11.x86_64'. The highest available version is already installed.
'python3-passlib' not found in package names. Trying capabilities.
'python311-passlib' providing 'python3-passlib' is already installed.
'passt' is already installed.
No update candidate for 'passt-20240510.7288448-1.1.x86_64'. The highest available version is already installed.
'catatonit' is already installed.
No update candidate for 'catatonit-0.2.0-1.4.x86_64'. The highest available version is already installed.
'netavark' is already installed.
No update candidate for 'netavark-1.10.3-1.2.x86_64'. The highest available version is already installed.
'aardvark-dns' is already installed.
No update candidate for 'aardvark-dns-1.10.0-1.3.x86_64'. The highest available version is already installed.
Resolving package dependencies...

The following 20 recommended packages were automatically selected:
  criu kvm_stat ovmf pmdk qemu-block-curl qemu-block-nfs qemu-block-rbd qemu-hw-display-qxl qemu-hw-display-virtio-gpu qemu-hw-display-virtio-gpu-pci qemu-hw-display-virtio-vga qemu-hw-usb-host qemu-hw-usb-redirect qemu-hw-usb-smartcard qemu-ksm qemu-microvm qemu-tools qemu-ui-curses qemu-ui-spice-app rdma-ndd

The following 140 NEW packages are going to be installed:
  Mesa Mesa-dri Mesa-gallium Mesa-libEGL1 Mesa-libGL1 Mesa-libglapi0 Mesa-libva buildah canokey-qemu criu gstreamer gstreamer-plugins-base kvm_stat libLLVM18 libX11-xcb1 libXfixes3 libXi6 libXv1 libXxf86vm1 libasound2 libcacard0 libcapstone4 libcdda_interface0 libcdda_paranoia0 libdrm_amdgpu1 libdrm_intel1 libdrm_nouveau2 libdrm_radeon1 libefa1 libepoxy0 libfdt1 libfmt9 libgbm1 libglvnd libgraphene-1_0-0 libgstallocators-1_0-0 libgstapp-1_0-0 libgstaudio-1_0-0 libgstgl-1_0-0 libgstpbutils-1_0-0 libgstreamer-1_0-0 libgstriff-1_0-0 libgsttag-1_0-0 libgstvideo-1_0-0 libgudev-1_0-0 libibverbs libibverbs1 liblttng-ust1 libmana1 libmlx4-1 libmlx5-1 libndctl6 libnet9 libnfs14 libogg0 libopus0 liborc-0_4-0 libpciaccess0 libpmem1 librados2 librbd1 librdmacm1 libslirp0 libsnappy1 libspice-server1 libtheoradec1 libtheoraenc1 libunwind8 libusbredirparser1 libva-drm2 libva-glx2 libva-x11-2 libva2 libvdeplug3 libvirglrenderer1 libvisual-0_4-0 libvorbis0 libvorbis0-x86-64-v3 libvorbisenc2 libvorbisenc2-x86-64-v3 libvulkan1 libwayland-client0 libwayland-cursor0 libwayland-egl1 libwayland-server0 libxcb-dri2-0 libxcb-dri3-0 libxcb-glx0 libxcb-present0 libxcb-randr0 libxcb-sync1 libxcb-xfixes0 libxdp1 libxkbcommon0 libxshmfence1 make ovmf pmdk podman-remote python311-PyYAML python311-ipaddr python311-protobuf qemu qemu-accel-tcg-x86 qemu-audio-spice qemu-block-curl qemu-block-nfs qemu-block-rbd qemu-chardev-spice qemu-hw-display-qxl qemu-hw-display-virtio-gpu qemu-hw-display-virtio-gpu-pci qemu-hw-display-virtio-vga qemu-hw-usb-host qemu-hw-usb-redirect qemu-hw-usb-smartcard qemu-img qemu-ipxe qemu-ksm qemu-microvm qemu-ovmf-x86_64 qemu-pr-helper qemu-seabios qemu-tools qemu-ui-curses qemu-ui-opengl qemu-ui-spice-app qemu-ui-spice-core qemu-vgabios qemu-x86 rdma-core rdma-ndd runc site-config slirp4netns socat system-user-qemu systemd-container virtiofsd xkeyboard-config

140 new packages to install.
Overall download size: 140.9 MiB. Already cached: 0 B. After the operation, additional 522.1 MiB will be used.

Backend:  classic_rpmtrans
Continue? [y/n/v/...? shows all options] (y): y
Retrieving: Mesa-libglapi0-24.0.7-375.1.x86_64 (OSS) (1/140),  68.7 KiB    
Retrieving: Mesa-libglapi0-24.0.7-375.1.x86_64.rpm [.done]
Retrieving: canokey-qemu-0.0+git20230606.151568c-2.3.x86_64 (OSS) (2/140), 193.7 KiB    
Retrieving: canokey-qemu-0.0+git20230606.151568c-2.3.x86_64.rpm [.done]
Retrieving: kvm_stat-6.9.1-23.14.noarch (OSS) (3/140),  30.3 KiB    
Retrieving: kvm_stat-6.9.1-23.14.noarch.rpm [.done]
Retrieving: libLLVM18-18.1.6-1.1.x86_64 (OSS) (4/140),  27.2 MiB    
Retrieving: libLLVM18-18.1.6-1.1.x86_64.rpm [.....done (17.5 MiB/s)]
Retrieving: libX11-xcb1-1.8.9-1.1.x86_64 (OSS) (5/140),  19.8 KiB    
Retrieving: libX11-xcb1-1.8.9-1.1.x86_64.rpm [.done]
Retrieving: libXfixes3-6.0.1-1.3.x86_64 (OSS) (6/140),  19.6 KiB    
Retrieving: libXfixes3-6.0.1-1.3.x86_64.rpm [.done]
Retrieving: libXi6-1.8.1-1.3.x86_64 (OSS) (7/140),  39.4 KiB    
Retrieving: libXi6-1.8.1-1.3.x86_64.rpm [.done]
Retrieving: libXv1-1.0.12-1.4.x86_64 (OSS) (8/140),  18.2 KiB    
Retrieving: libXv1-1.0.12-1.4.x86_64.rpm [.done]
Retrieving: libXxf86vm1-1.1.5-1.4.x86_64 (OSS) (9/140),  17.7 KiB    
Retrieving: libXxf86vm1-1.1.5-1.4.x86_64.rpm [.done]
Retrieving: libasound2-1.2.11-1.2.x86_64 (OSS) (10/140), 419.5 KiB    
Retrieving: libasound2-1.2.11-1.2.x86_64.rpm [.done]
Retrieving: libcacard0-2.8.1-1.10.x86_64 (OSS) (11/140),  41.3 KiB    
Retrieving: libcacard0-2.8.1-1.10.x86_64.rpm [.done]
Retrieving: libcapstone4-4.0.2-3.1.x86_64 (OSS) (12/140), 514.6 KiB    
Retrieving: libcapstone4-4.0.2-3.1.x86_64.rpm [.done]
Retrieving: libcdda_interface0-3.10.2-29.2.x86_64 (OSS) (13/140),  46.6 KiB    
Retrieving: libcdda_interface0-3.10.2-29.2.x86_64.rpm [.done]
Retrieving: libdrm_amdgpu1-2.4.120-1.3.x86_64 (OSS) (14/140),  41.4 KiB    
Retrieving: libdrm_amdgpu1-2.4.120-1.3.x86_64.rpm [.done]
Retrieving: libdrm_nouveau2-2.4.120-1.3.x86_64 (OSS) (15/140),  36.3 KiB    
Retrieving: libdrm_nouveau2-2.4.120-1.3.x86_64.rpm [.done]
Retrieving: libdrm_radeon1-2.4.120-1.3.x86_64 (OSS) (16/140),  39.2 KiB    
Retrieving: libdrm_radeon1-2.4.120-1.3.x86_64.rpm [.done]
Retrieving: libepoxy0-1.5.10-2.4.x86_64 (OSS) (17/140), 224.9 KiB    
Retrieving: libepoxy0-1.5.10-2.4.x86_64.rpm [.done]
Retrieving: libfdt1-1.7.0-1.5.x86_64 (OSS) (18/140),  27.4 KiB    
Retrieving: libfdt1-1.7.0-1.5.x86_64.rpm [.done]
Retrieving: libfmt9-9.1.0-1.3.x86_64 (OSS) (19/140),  74.1 KiB    
Retrieving: libfmt9-9.1.0-1.3.x86_64.rpm [.done]
Retrieving: libgraphene-1_0-0-1.10.8-1.10.x86_64 (OSS) (20/140),  56.7 KiB    
Retrieving: libgraphene-1_0-0-1.10.8-1.10.x86_64.rpm [.done]
Retrieving: libgudev-1_0-0-238-1.4.x86_64 (OSS) (21/140),  32.1 KiB    
Retrieving: libgudev-1_0-0-238-1.4.x86_64.rpm [.done]
Retrieving: liblttng-ust1-2.13.6-2.1.x86_64 (OSS) (22/140), 223.9 KiB    
Retrieving: liblttng-ust1-2.13.6-2.1.x86_64.rpm [.done]
Retrieving: libndctl6-78-2.5.x86_64 (OSS) (23/140), 133.8 KiB    
Retrieving: libndctl6-78-2.5.x86_64.rpm [.done]
Retrieving: libnet9-1.3-1.3.x86_64 (OSS) (24/140),  50.4 KiB    
Retrieving: libnet9-1.3-1.3.x86_64.rpm [.done]
Retrieving: libnfs14-5.0.3-1.2.x86_64 (OSS) (25/140), 144.8 KiB    
Retrieving: libnfs14-5.0.3-1.2.x86_64.rpm [.done]
Retrieving: libogg0-1.3.5-2.1.x86_64 (OSS) (26/140),  32.4 KiB    
Retrieving: libogg0-1.3.5-2.1.x86_64.rpm [.done]
Retrieving: libopus0-1.5.2-1.1.x86_64 (OSS) (27/140), 229.0 KiB    
Retrieving: libopus0-1.5.2-1.1.x86_64.rpm [.done]
Retrieving: liborc-0_4-0-0.4.38-1.2.x86_64 (OSS) (28/140), 214.2 KiB    
Retrieving: liborc-0_4-0-0.4.38-1.2.x86_64.rpm [.done]
Retrieving: libpciaccess0-0.18.1-1.2.x86_64 (OSS) (29/140),  27.4 KiB    
Retrieving: libpciaccess0-0.18.1-1.2.x86_64.rpm [.done]
Retrieving: libslirp0-4.8.0+2-1.1.x86_64 (OSS) (30/140),  81.5 KiB    
Retrieving: libslirp0-4.8.0+2-1.1.x86_64.rpm [.done]
Retrieving: libsnappy1-1.1.10-2.2.x86_64 (OSS) (31/140),  28.4 KiB    
Retrieving: libsnappy1-1.1.10-2.2.x86_64.rpm [.done]
Retrieving: libtheoradec1-1.1.1-30.12.x86_64 (OSS) (32/140),  56.1 KiB    
Retrieving: libtheoradec1-1.1.1-30.12.x86_64.rpm [.done]
Retrieving: libunwind8-1.8.1-2.1.x86_64 (OSS) (33/140),  66.6 KiB    
Retrieving: libunwind8-1.8.1-2.1.x86_64.rpm [.done]
Retrieving: libusbredirparser1-0.14.0-1.2.x86_64 (OSS) (34/140),  25.2 KiB    
Retrieving: libusbredirparser1-0.14.0-1.2.x86_64.rpm [.done]
Retrieving: libva2-2.21.0-1.1.x86_64 (OSS) (35/140),  79.3 KiB    
Retrieving: libva2-2.21.0-1.1.x86_64.rpm [.done]
Retrieving: libvdeplug3-2.3.2+svn587-4.2.x86_64 (OSS) (36/140),  38.0 KiB    
Retrieving: libvdeplug3-2.3.2+svn587-4.2.x86_64.rpm [.done]
Retrieving: libvisual-0_4-0-0.4.0-206.2.x86_64 (OSS) (37/140), 102.8 KiB    
Retrieving: libvisual-0_4-0-0.4.0-206.2.x86_64.rpm [.done]
Retrieving: libvulkan1-1.3.283.0-1.1.x86_64 (OSS) (38/140), 143.3 KiB    
Retrieving: libvulkan1-1.3.283.0-1.1.x86_64.rpm [.done]
Retrieving: libwayland-client0-1.22.0-1.5.x86_64 (OSS) (39/140),  34.4 KiB    
Retrieving: libwayland-client0-1.22.0-1.5.x86_64.rpm [.done]
Retrieving: libwayland-egl1-1.22.0-1.5.x86_64 (OSS) (40/140),  12.4 KiB    
Retrieving: libwayland-egl1-1.22.0-1.5.x86_64.rpm [.done]
Retrieving: libwayland-server0-1.22.0-1.5.x86_64 (OSS) (41/140),  41.2 KiB    
Retrieving: libwayland-server0-1.22.0-1.5.x86_64.rpm [.done]
Retrieving: libxcb-dri2-0-1.17.0-1.1.x86_64 (OSS) (42/140),  16.2 KiB    
Retrieving: libxcb-dri2-0-1.17.0-1.1.x86_64.rpm [.done]
Retrieving: libxcb-dri3-0-1.17.0-1.1.x86_64 (OSS) (43/140),  16.4 KiB    
Retrieving: libxcb-dri3-0-1.17.0-1.1.x86_64.rpm [.done]
Retrieving: libxcb-glx0-1.17.0-1.1.x86_64 (OSS) (44/140),  32.8 KiB    
Retrieving: libxcb-glx0-1.17.0-1.1.x86_64.rpm [.done]
Retrieving: libxcb-present0-1.17.0-1.1.x86_64 (OSS) (45/140),  15.2 KiB    
Retrieving: libxcb-present0-1.17.0-1.1.x86_64.rpm [.done]
Retrieving: libxcb-randr0-1.17.0-1.1.x86_64 (OSS) (46/140),  26.7 KiB    
Retrieving: libxcb-randr0-1.17.0-1.1.x86_64.rpm [.done]
Retrieving: libxcb-sync1-1.17.0-1.1.x86_64 (OSS) (47/140),  18.3 KiB    
Retrieving: libxcb-sync1-1.17.0-1.1.x86_64.rpm [.done]
Retrieving: libxcb-xfixes0-1.17.0-1.1.x86_64 (OSS) (48/140),  19.1 KiB    
Retrieving: libxcb-xfixes0-1.17.0-1.1.x86_64.rpm [.done]
Retrieving: libxdp1-1.4.2-2.3.x86_64 (OSS) (49/140),  53.6 KiB    
Retrieving: libxdp1-1.4.2-2.3.x86_64.rpm [.done]
Retrieving: libxshmfence1-1.3.2-1.4.x86_64 (OSS) (50/140),  12.9 KiB    
Retrieving: libxshmfence1-1.3.2-1.4.x86_64.rpm [.done]
Retrieving: make-4.4.1-3.1.x86_64 (OSS) (51/140), 322.8 KiB    
Retrieving: make-4.4.1-3.1.x86_64.rpm [.done]
Retrieving: ovmf-202311-1.1.x86_64 (OSS) (52/140), 545.9 KiB    
Retrieving: ovmf-202311-1.1.x86_64.rpm [.done]
Retrieving: pmdk-1.11.1-1.11.x86_64 (OSS) (53/140),  26.9 KiB    
Retrieving: pmdk-1.11.1-1.11.x86_64.rpm [.done]
Retrieving: podman-remote-5.0.3-1.1.x86_64 (OSS) (54/140),  10.0 MiB    
Retrieving: podman-remote-5.0.3-1.1.x86_64.rpm [...done (8.0 MiB/s)]
Retrieving: python311-PyYAML-6.0.1-3.2.x86_64 (OSS) (55/140), 209.0 KiB    
Retrieving: python311-PyYAML-6.0.1-3.2.x86_64.rpm [.done]
Retrieving: python311-ipaddr-2.2.0-1.24.noarch (OSS) (56/140),  45.0 KiB    
Retrieving: python311-ipaddr-2.2.0-1.24.noarch.rpm [.done]
Retrieving: python311-protobuf-4.25.3-11.2.noarch (OSS) (57/140), 341.3 KiB    
Retrieving: python311-protobuf-4.25.3-11.2.noarch.rpm [.done]
Retrieving: qemu-accel-tcg-x86-9.0.0-1.1.x86_64 (OSS) (58/140), 113.5 KiB    
Retrieving: qemu-accel-tcg-x86-9.0.0-1.1.x86_64.rpm [.done]
Retrieving: qemu-block-curl-9.0.0-1.1.x86_64 (OSS) (59/140), 115.5 KiB    
Retrieving: qemu-block-curl-9.0.0-1.1.x86_64.rpm [.done]
Retrieving: qemu-hw-display-virtio-vga-9.0.0-1.1.x86_64 (OSS) (60/140), 111.1 KiB    
Retrieving: qemu-hw-display-virtio-vga-9.0.0-1.1.x86_64.rpm [.done]
Retrieving: qemu-hw-usb-host-9.0.0-1.1.x86_64 (OSS) (61/140), 124.9 KiB    
Retrieving: qemu-hw-usb-host-9.0.0-1.1.x86_64.rpm [.done]
Retrieving: qemu-img-9.0.0-1.1.x86_64 (OSS) (62/140),   2.2 MiB    
Retrieving: qemu-img-9.0.0-1.1.x86_64.rpm [.done]
Retrieving: qemu-ipxe-9.0.0-1.1.noarch (OSS) (63/140),   1.2 MiB    
Retrieving: qemu-ipxe-9.0.0-1.1.noarch.rpm [.done]
Retrieving: qemu-ksm-9.0.0-1.1.x86_64 (OSS) (64/140), 106.7 KiB    
Retrieving: qemu-ksm-9.0.0-1.1.x86_64.rpm [.done]
Retrieving: qemu-microvm-9.0.0-1.1.noarch (OSS) (65/140), 167.1 KiB    
Retrieving: qemu-microvm-9.0.0-1.1.noarch.rpm [.done]
Retrieving: qemu-pr-helper-9.0.0-1.1.x86_64 (OSS) (66/140), 448.0 KiB    
Retrieving: qemu-pr-helper-9.0.0-1.1.x86_64.rpm [.done]
Retrieving: qemu-seabios-9.0.01.16.3_3_gc13ff2cd-1.1.noarch (OSS) (67/140), 235.0 KiB    
Retrieving: qemu-seabios-9.0.01.16.3_3_gc13ff2cd-1.1.noarch.rpm [.done]
Retrieving: qemu-ui-curses-9.0.0-1.1.x86_64 (OSS) (68/140), 117.0 KiB    
Retrieving: qemu-ui-curses-9.0.0-1.1.x86_64.rpm [.done]
Retrieving: qemu-vgabios-9.0.01.16.3_3_gc13ff2cd-1.1.noarch (OSS) (69/140), 147.1 KiB    
Retrieving: qemu-vgabios-9.0.01.16.3_3_gc13ff2cd-1.1.noarch.rpm [.done]
Retrieving: rdma-core-49.1-2.2.x86_64 (OSS) (70/140),  44.6 KiB    
Retrieving: rdma-core-49.1-2.2.x86_64.rpm [.done]
Retrieving: rdma-ndd-49.1-2.2.x86_64 (OSS) (71/140),  21.8 KiB    
Retrieving: rdma-ndd-49.1-2.2.x86_64.rpm [.done]
Retrieving: site-config-0.2-14.6.x86_64 (OSS) (72/140),  17.2 KiB    
Retrieving: site-config-0.2-14.6.x86_64.rpm [.done]
Retrieving: socat-1.8.0.0-1.1.x86_64 (OSS) (73/140), 288.5 KiB    
Retrieving: socat-1.8.0.0-1.1.x86_64.rpm [.done]
Retrieving: system-user-qemu-20170617-25.4.noarch (OSS) (74/140),   9.7 KiB    
Retrieving: system-user-qemu-20170617-25.4.noarch.rpm [.done]
Retrieving: systemd-container-255.6-2.1.x86_64 (OSS) (75/140), 590.8 KiB    
Retrieving: systemd-container-255.6-2.1.x86_64.rpm [.done]
Retrieving: virtiofsd-1.10.1-4.2.x86_64 (OSS) (76/140), 988.1 KiB    
Retrieving: virtiofsd-1.10.1-4.2.x86_64.rpm [.done]
Retrieving: xkeyboard-config-2.41-1.2.noarch (OSS) (77/140), 436.4 KiB    
Retrieving: xkeyboard-config-2.41-1.2.noarch.rpm [.done]
Retrieving: qemu-hw-usb-smartcard-9.0.0-1.1.x86_64 (OSS) (78/140), 115.5 KiB    
Retrieving: qemu-hw-usb-smartcard-9.0.0-1.1.x86_64.rpm [.done]
Retrieving: libcdda_paranoia0-3.10.2-29.2.x86_64 (OSS) (79/140),  33.8 KiB    
Retrieving: libcdda_paranoia0-3.10.2-29.2.x86_64.rpm [.done]
Retrieving: qemu-block-nfs-9.0.0-1.1.x86_64 (OSS) (80/140), 114.8 KiB    
Retrieving: qemu-block-nfs-9.0.0-1.1.x86_64.rpm [.done]
Retrieving: libvorbis0-1.3.7-5.1.x86_64 (OSS) (81/140), 103.3 KiB    
Retrieving: libvorbis0-1.3.7-5.1.x86_64.rpm [.done]
Retrieving: libtheoraenc1-1.1.1-30.12.x86_64 (OSS) (82/140), 124.4 KiB    
Retrieving: libtheoraenc1-1.1.1-30.12.x86_64.rpm [.done]
Retrieving: libdrm_intel1-2.4.120-1.3.x86_64 (OSS) (83/140),  81.9 KiB    
Retrieving: libdrm_intel1-2.4.120-1.3.x86_64.rpm [.done]
Retrieving: slirp4netns-1.3.1-1.1.x86_64 (OSS) (84/140),  47.0 KiB    
Retrieving: slirp4netns-1.3.1-1.1.x86_64.rpm [.done]
Retrieving: libgstreamer-1_0-0-1.24.0-4.1.x86_64 (OSS) (85/140), 830.6 KiB    
Retrieving: libgstreamer-1_0-0-1.24.0-4.1.x86_64.rpm [.done]
Retrieving: gstreamer-1.24.0-4.1.x86_64 (OSS) (86/140), 457.3 KiB    
Retrieving: gstreamer-1.24.0-4.1.x86_64.rpm [.done]
Retrieving: qemu-hw-usb-redirect-9.0.0-1.1.x86_64 (OSS) (87/140), 126.7 KiB    
Retrieving: qemu-hw-usb-redirect-9.0.0-1.1.x86_64.rpm [.done]
Retrieving: libva-drm2-2.21.0-1.1.x86_64 (OSS) (88/140),  21.7 KiB    
Retrieving: libva-drm2-2.21.0-1.1.x86_64.rpm [.done]
Retrieving: libwayland-cursor0-1.22.0-1.5.x86_64 (OSS) (89/140),  18.8 KiB    
Retrieving: libwayland-cursor0-1.22.0-1.5.x86_64.rpm [.done]
Retrieving: libva-x11-2-2.21.0-1.1.x86_64 (OSS) (90/140),  26.8 KiB    
Retrieving: libva-x11-2-2.21.0-1.1.x86_64.rpm [.done]
Retrieving: libgbm1-24.0.7-375.1.x86_64 (OSS) (91/140),  80.6 KiB    
Retrieving: libgbm1-24.0.7-375.1.x86_64.rpm [.done]
Retrieving: Mesa-libva-24.0.7-375.1.x86_64 (OSS) (92/140),   4.1 MiB    
Retrieving: Mesa-libva-24.0.7-375.1.x86_64.rpm [.done]
Retrieving: libpmem1-1.11.1-1.11.x86_64 (OSS) (93/140),  85.5 KiB    
Retrieving: libpmem1-1.11.1-1.11.x86_64.rpm [.done]
Retrieving: criu-3.19-1.5.x86_64 (OSS) (94/140), 703.9 KiB    
Retrieving: criu-3.19-1.5.x86_64.rpm [.done]
Retrieving: libibverbs1-49.1-2.2.x86_64 (OSS) (95/140),  67.7 KiB    
Retrieving: libibverbs1-49.1-2.2.x86_64.rpm [.done]
Retrieving: libmlx5-1-49.1-2.2.x86_64 (OSS) (96/140), 198.4 KiB    
Retrieving: libmlx5-1-49.1-2.2.x86_64.rpm [.done]
Retrieving: libxkbcommon0-1.7.0-1.2.x86_64 (OSS) (97/140), 133.1 KiB    
Retrieving: libxkbcommon0-1.7.0-1.2.x86_64.rpm [.done]
Retrieving: libvorbisenc2-1.3.7-5.1.x86_64 (OSS) (98/140),  87.2 KiB    
Retrieving: libvorbisenc2-1.3.7-5.1.x86_64.rpm [.done]
Retrieving: libvorbis0-x86-64-v3-1.3.7-5.1.x86_64 (OSS) (99/140), 103.1 KiB    
Retrieving: libvorbis0-x86-64-v3-1.3.7-5.1.x86_64.rpm [.done]
Retrieving: qemu-ui-opengl-9.0.0-1.1.x86_64 (OSS) (100/140), 118.3 KiB    
Retrieving: qemu-ui-opengl-9.0.0-1.1.x86_64.rpm [.done]
Retrieving: libvirglrenderer1-1.0.1-1.2.x86_64 (OSS) (101/140), 373.2 KiB    
Retrieving: libvirglrenderer1-1.0.1-1.2.x86_64.rpm [.done]
Retrieving: Mesa-24.0.7-375.1.x86_64 (OSS) (102/140),  50.0 KiB    
Retrieving: Mesa-24.0.7-375.1.x86_64.rpm [.done]
Retrieving: Mesa-dri-24.0.7-375.1.x86_64 (OSS) (103/140),   8.9 MiB    
Retrieving: Mesa-dri-24.0.7-375.1.x86_64.rpm [.done]
Retrieving: libglvnd-1.7.0-1.3.x86_64 (OSS) (104/140), 250.0 KiB    
Retrieving: libglvnd-1.7.0-1.3.x86_64.rpm [.done]
Retrieving: Mesa-libEGL1-24.0.7-375.1.x86_64 (OSS) (105/140), 167.4 KiB    
Retrieving: Mesa-libEGL1-24.0.7-375.1.x86_64.rpm [.done]
Retrieving: runc-1.2.0~rc1-1.1.x86_64 (OSS) (106/140),   3.2 MiB    
Retrieving: runc-1.2.0~rc1-1.1.x86_64.rpm [.done]
Retrieving: libmlx4-1-49.1-2.2.x86_64 (OSS) (107/140),  34.7 KiB    
Retrieving: libmlx4-1-49.1-2.2.x86_64.rpm [.done]
Retrieving: libmana1-49.1-2.2.x86_64 (OSS) (108/140),  20.5 KiB    
Retrieving: libmana1-49.1-2.2.x86_64.rpm [.done]
Retrieving: libefa1-49.1-2.2.x86_64 (OSS) (109/140),  31.5 KiB    
Retrieving: libefa1-49.1-2.2.x86_64.rpm [.done]
Retrieving: libvorbisenc2-x86-64-v3-1.3.7-5.1.x86_64 (OSS) (110/140),  88.3 KiB    
Retrieving: libvorbisenc2-x86-64-v3-1.3.7-5.1.x86_64.rpm [.done]
Retrieving: qemu-hw-display-virtio-gpu-9.0.0-1.1.x86_64 (OSS) (111/140), 137.6 KiB    
Retrieving: qemu-hw-display-virtio-gpu-9.0.0-1.1.x86_64.rpm [.done]
Retrieving: Mesa-libGL1-24.0.7-375.1.x86_64 (OSS) (112/140), 203.6 KiB    
Retrieving: Mesa-libGL1-24.0.7-375.1.x86_64.rpm [.done]
Retrieving: buildah-1.36.0-1.1.x86_64 (OSS) (113/140),  21.7 MiB    
Retrieving: buildah-1.36.0-1.1.x86_64.rpm [......done (19.7 MiB/s)]
Retrieving: libibverbs-49.1-2.2.x86_64 (OSS) (114/140), 163.8 KiB    
Retrieving: libibverbs-49.1-2.2.x86_64.rpm [.done]
Retrieving: qemu-hw-display-virtio-gpu-pci-9.0.0-1.1.x86_64 (OSS) (115/140), 109.5 KiB    
Retrieving: qemu-hw-display-virtio-gpu-pci-9.0.0-1.1.x86_64.rpm [.done]
Retrieving: libva-glx2-2.21.0-1.1.x86_64 (OSS) (116/140),  25.9 KiB    
Retrieving: libva-glx2-2.21.0-1.1.x86_64.rpm [.done]
Retrieving: gstreamer-plugins-base-1.24.0-1.3.x86_64 (OSS) (117/140), 1023.4 KiB    
Retrieving: gstreamer-plugins-base-1.24.0-1.3.x86_64.rpm [.done]
Retrieving: libgstvideo-1_0-0-1.24.0-1.3.x86_64 (OSS) (118/140), 303.4 KiB    
Retrieving: libgstvideo-1_0-0-1.24.0-1.3.x86_64.rpm [.done]
Retrieving: Mesa-gallium-24.0.7-375.1.x86_64 (OSS) (119/140),  12.3 MiB    
Retrieving: Mesa-gallium-24.0.7-375.1.x86_64.rpm [.done]
Retrieving: librdmacm1-49.1-2.2.x86_64 (OSS) (120/140),  64.4 KiB    
Retrieving: librdmacm1-49.1-2.2.x86_64.rpm [.done]
Retrieving: libgsttag-1_0-0-1.24.0-1.3.x86_64 (OSS) (121/140), 126.8 KiB    
Retrieving: libgsttag-1_0-0-1.24.0-1.3.x86_64.rpm [.done]
Retrieving: libgstaudio-1_0-0-1.24.0-1.3.x86_64 (OSS) (122/140), 223.7 KiB    
Retrieving: libgstaudio-1_0-0-1.24.0-1.3.x86_64.rpm [.done]
Retrieving: librados2-16.2.15.74+gc5dd01a91d8-1.2.x86_64 (OSS) (123/140),   3.1 MiB    
Retrieving: librados2-16.2.15.74+gc5dd01a91d8-1.2.x86_64.rpm [.done]
Retrieving: libgstpbutils-1_0-0-1.24.0-1.3.x86_64 (OSS) (124/140), 122.9 KiB    
Retrieving: libgstpbutils-1_0-0-1.24.0-1.3.x86_64.rpm [.done]
Retrieving: librbd1-16.2.15.74+gc5dd01a91d8-1.2.x86_64 (OSS) (125/140),   2.9 MiB    
Retrieving: librbd1-16.2.15.74+gc5dd01a91d8-1.2.x86_64.rpm [.done]
Retrieving: libgstapp-1_0-0-1.24.0-1.3.x86_64 (OSS) (126/140),  60.6 KiB    
Retrieving: libgstapp-1_0-0-1.24.0-1.3.x86_64.rpm [.done]
Retrieving: qemu-block-rbd-9.0.0-1.1.x86_64 (OSS) (127/140), 118.9 KiB    
Retrieving: qemu-block-rbd-9.0.0-1.1.x86_64.rpm [.done]
Retrieving: libspice-server1-0.15.2-4.2.x86_64 (OSS) (128/140), 365.7 KiB    
Retrieving: libspice-server1-0.15.2-4.2.x86_64.rpm [.done]
Retrieving: libgstallocators-1_0-0-1.24.0-1.3.x86_64 (OSS) (129/140),  42.3 KiB    
Retrieving: libgstallocators-1_0-0-1.24.0-1.3.x86_64.rpm [.done]
Retrieving: libgstgl-1_0-0-1.24.0-1.3.x86_64 (OSS) (130/140), 238.3 KiB    
Retrieving: libgstgl-1_0-0-1.24.0-1.3.x86_64.rpm [.done]
Retrieving: qemu-tools-9.0.0-1.1.x86_64 (OSS) (131/140), 591.7 KiB    
Retrieving: qemu-tools-9.0.0-1.1.x86_64.rpm [.done]
Retrieving: qemu-ui-spice-core-9.0.0-1.1.x86_64 (OSS) (132/140), 127.7 KiB    
Retrieving: qemu-ui-spice-core-9.0.0-1.1.x86_64.rpm [.done]
Retrieving: qemu-audio-spice-9.0.0-1.1.x86_64 (OSS) (133/140), 109.6 KiB    
Retrieving: qemu-audio-spice-9.0.0-1.1.x86_64.rpm [.done]
Retrieving: libgstriff-1_0-0-1.24.0-1.3.x86_64 (OSS) (134/140),  55.3 KiB    
Retrieving: libgstriff-1_0-0-1.24.0-1.3.x86_64.rpm [.done]
Retrieving: qemu-hw-display-qxl-9.0.0-1.1.x86_64 (OSS) (135/140), 137.6 KiB    
Retrieving: qemu-hw-display-qxl-9.0.0-1.1.x86_64.rpm [.done]
Retrieving: qemu-chardev-spice-9.0.0-1.1.x86_64 (OSS) (136/140), 111.7 KiB    
Retrieving: qemu-chardev-spice-9.0.0-1.1.x86_64.rpm [.done]
Retrieving: qemu-ui-spice-app-9.0.0-1.1.x86_64 (OSS) (137/140), 109.8 KiB    
Retrieving: qemu-ui-spice-app-9.0.0-1.1.x86_64.rpm [.done]
Retrieving: qemu-x86-9.0.0-1.1.x86_64 (OSS) (138/140),   9.1 MiB    
Retrieving: qemu-x86-9.0.0-1.1.x86_64.rpm [..done (4.5 MiB/s)]
Retrieving: qemu-9.0.0-1.1.x86_64 (OSS) (139/140), 577.7 KiB    
Retrieving: qemu-9.0.0-1.1.x86_64.rpm [.done]
Retrieving: qemu-ovmf-x86_64-202311-1.1.noarch (OSS) (140/140),  16.2 MiB    
Retrieving: qemu-ovmf-x86_64-202311-1.1.noarch.rpm [.done]

Checking for file conflicts: [.....done]
(  1/140) Installing: Mesa-libglapi0-24.0.7-375.1.x86_64 [..done]
(  2/140) Installing: canokey-qemu-0.0+git20230606.151568c-2.3.x86_64 [..done]
(  3/140) Installing: kvm_stat-6.9.1-23.14.noarch [..done]
(  4/140) Installing: libLLVM18-18.1.6-1.1.x86_64 [........done]
(  5/140) Installing: libX11-xcb1-1.8.9-1.1.x86_64 [..done]
(  6/140) Installing: libXfixes3-6.0.1-1.3.x86_64 [..done]
(  7/140) Installing: libXi6-1.8.1-1.3.x86_64 [..done]
(  8/140) Installing: libXv1-1.0.12-1.4.x86_64 [..done]
(  9/140) Installing: libXxf86vm1-1.1.5-1.4.x86_64 [..done]
( 10/140) Installing: libasound2-1.2.11-1.2.x86_64 [..done]
( 11/140) Installing: libcacard0-2.8.1-1.10.x86_64 [..done]
( 12/140) Installing: libcapstone4-4.0.2-3.1.x86_64 [..done]
( 13/140) Installing: libcdda_interface0-3.10.2-29.2.x86_64 [..done]
( 14/140) Installing: libdrm_amdgpu1-2.4.120-1.3.x86_64 [..done]
( 15/140) Installing: libdrm_nouveau2-2.4.120-1.3.x86_64 [..done]
( 16/140) Installing: libdrm_radeon1-2.4.120-1.3.x86_64 [..done]
( 17/140) Installing: libepoxy0-1.5.10-2.4.x86_64 [..done]
( 18/140) Installing: libfdt1-1.7.0-1.5.x86_64 [..done]
( 19/140) Installing: libfmt9-9.1.0-1.3.x86_64 [..done]
( 20/140) Installing: libgraphene-1_0-0-1.10.8-1.10.x86_64 [..done]
( 21/140) Installing: libgudev-1_0-0-238-1.4.x86_64 [..done]
( 22/140) Installing: liblttng-ust1-2.13.6-2.1.x86_64 [..done]
( 23/140) Installing: libndctl6-78-2.5.x86_64 [..done]
( 24/140) Installing: libnet9-1.3-1.3.x86_64 [..done]
( 25/140) Installing: libnfs14-5.0.3-1.2.x86_64 [..done]
( 26/140) Installing: libogg0-1.3.5-2.1.x86_64 [..done]
( 27/140) Installing: libopus0-1.5.2-1.1.x86_64 [..done]
( 28/140) Installing: liborc-0_4-0-0.4.38-1.2.x86_64 [..done]
( 29/140) Installing: libpciaccess0-0.18.1-1.2.x86_64 [..done]
( 30/140) Installing: libslirp0-4.8.0+2-1.1.x86_64 [..done]
( 31/140) Installing: libsnappy1-1.1.10-2.2.x86_64 [..done]
( 32/140) Installing: libtheoradec1-1.1.1-30.12.x86_64 [..done]
( 33/140) Installing: libunwind8-1.8.1-2.1.x86_64 [..done]
( 34/140) Installing: libusbredirparser1-0.14.0-1.2.x86_64 [..done]
( 35/140) Installing: libva2-2.21.0-1.1.x86_64 [..done]
( 36/140) Installing: libvdeplug3-2.3.2+svn587-4.2.x86_64 [..done]
( 37/140) Installing: libvisual-0_4-0-0.4.0-206.2.x86_64 [..done]
( 38/140) Installing: libvulkan1-1.3.283.0-1.1.x86_64 [..done]
( 39/140) Installing: libwayland-client0-1.22.0-1.5.x86_64 [..done]
( 40/140) Installing: libwayland-egl1-1.22.0-1.5.x86_64 [..done]
( 41/140) Installing: libwayland-server0-1.22.0-1.5.x86_64 [..done]
( 42/140) Installing: libxcb-dri2-0-1.17.0-1.1.x86_64 [..done]
( 43/140) Installing: libxcb-dri3-0-1.17.0-1.1.x86_64 [..done]
( 44/140) Installing: libxcb-glx0-1.17.0-1.1.x86_64 [..done]
( 45/140) Installing: libxcb-present0-1.17.0-1.1.x86_64 [..done]
( 46/140) Installing: libxcb-randr0-1.17.0-1.1.x86_64 [..done]
( 47/140) Installing: libxcb-sync1-1.17.0-1.1.x86_64 [..done]
( 48/140) Installing: libxcb-xfixes0-1.17.0-1.1.x86_64 [..done]
( 49/140) Installing: libxdp1-1.4.2-2.3.x86_64 [..done]
( 50/140) Installing: libxshmfence1-1.3.2-1.4.x86_64 [..done]
( 51/140) Installing: make-4.4.1-3.1.x86_64 [..done]
( 52/140) Installing: ovmf-202311-1.1.x86_64 [..done]
( 53/140) Installing: pmdk-1.11.1-1.11.x86_64 [..done]
( 54/140) Installing: podman-remote-5.0.3-1.1.x86_64 [...done]
( 55/140) Installing: python311-PyYAML-6.0.1-3.2.x86_64 [..done]
( 56/140) Installing: python311-ipaddr-2.2.0-1.24.noarch [..done]
( 57/140) Installing: python311-protobuf-4.25.3-11.2.noarch [..done]
( 58/140) Installing: qemu-accel-tcg-x86-9.0.0-1.1.x86_64 [..done]
( 59/140) Installing: qemu-block-curl-9.0.0-1.1.x86_64 [..done]
( 60/140) Installing: qemu-hw-display-virtio-vga-9.0.0-1.1.x86_64 [..done]
( 61/140) Installing: qemu-hw-usb-host-9.0.0-1.1.x86_64 [..done]
( 62/140) Installing: qemu-img-9.0.0-1.1.x86_64 [..done]
( 63/140) Installing: qemu-ipxe-9.0.0-1.1.noarch [..done]
( 64/140) Installing: qemu-ksm-9.0.0-1.1.x86_64 [..done]
( 65/140) Installing: qemu-microvm-9.0.0-1.1.noarch [..done]
( 66/140) Installing: qemu-pr-helper-9.0.0-1.1.x86_64 [..done]
( 67/140) Installing: qemu-seabios-9.0.01.16.3_3_gc13ff2cd-1.1.noarch [..done]
( 68/140) Installing: qemu-ui-curses-9.0.0-1.1.x86_64 [..done]
( 69/140) Installing: qemu-vgabios-9.0.01.16.3_3_gc13ff2cd-1.1.noarch [..done]
( 70/140) Installing: rdma-core-49.1-2.2.x86_64 [..done]
( 71/140) Installing: rdma-ndd-49.1-2.2.x86_64 [..done]
( 72/140) Installing: site-config-0.2-14.6.x86_64 [..done]
( 73/140) Installing: socat-1.8.0.0-1.1.x86_64 [..done]
( 74/140) Installing: system-user-qemu-20170617-25.4.noarch [..
/usr/bin/systemd-sysusers --replace=/usr/lib/sysusers.d/system-user-qemu.conf -
Creating group 'qemu' with GID 107.
Creating user 'qemu' (qemu user) with UID 107 and GID 107.
done]
( 75/140) Installing: systemd-container-255.6-2.1.x86_64 [..done]
( 76/140) Installing: virtiofsd-1.10.1-4.2.x86_64 [..done]
( 77/140) Installing: xkeyboard-config-2.41-1.2.noarch [..done]
( 78/140) Installing: qemu-hw-usb-smartcard-9.0.0-1.1.x86_64 [..done]
( 79/140) Installing: libcdda_paranoia0-3.10.2-29.2.x86_64 [..done]
( 80/140) Installing: qemu-block-nfs-9.0.0-1.1.x86_64 [..done]
( 81/140) Installing: libvorbis0-1.3.7-5.1.x86_64 [..done]
( 82/140) Installing: libtheoraenc1-1.1.1-30.12.x86_64 [..done]
( 83/140) Installing: libdrm_intel1-2.4.120-1.3.x86_64 [..done]
( 84/140) Installing: slirp4netns-1.3.1-1.1.x86_64 [..done]
( 85/140) Installing: libgstreamer-1_0-0-1.24.0-4.1.x86_64 [..done]
( 86/140) Installing: gstreamer-1.24.0-4.1.x86_64 [..
/usr/libexec/gstreamer-1.0/gst-ptp-helper: setting to root:root 0755 "cap_net_bind_service=ep". (missing capabilities)
done]
( 87/140) Installing: qemu-hw-usb-redirect-9.0.0-1.1.x86_64 [..done]
( 88/140) Installing: libva-drm2-2.21.0-1.1.x86_64 [..done]
( 89/140) Installing: libwayland-cursor0-1.22.0-1.5.x86_64 [..done]
( 90/140) Installing: libva-x11-2-2.21.0-1.1.x86_64 [..done]
( 91/140) Installing: libgbm1-24.0.7-375.1.x86_64 [..done]
( 92/140) Installing: Mesa-libva-24.0.7-375.1.x86_64 [..done]
( 93/140) Installing: libpmem1-1.11.1-1.11.x86_64 [..done]
( 94/140) Installing: criu-3.19-1.5.x86_64 [..done]
( 95/140) Installing: libibverbs1-49.1-2.2.x86_64 [..done]
( 96/140) Installing: libmlx5-1-49.1-2.2.x86_64 [..done]
( 97/140) Installing: libxkbcommon0-1.7.0-1.2.x86_64 [..done]
( 98/140) Installing: libvorbisenc2-1.3.7-5.1.x86_64 [..done]
( 99/140) Installing: libvorbis0-x86-64-v3-1.3.7-5.1.x86_64 [..done]
(100/140) Installing: qemu-ui-opengl-9.0.0-1.1.x86_64 [..done]
(101/140) Installing: libvirglrenderer1-1.0.1-1.2.x86_64 [..done]
(102/140) Installing: Mesa-24.0.7-375.1.x86_64 [..done]
(103/140) Installing: Mesa-dri-24.0.7-375.1.x86_64 [...done]
(104/140) Installing: libglvnd-1.7.0-1.3.x86_64 [..done]
(105/140) Installing: Mesa-libEGL1-24.0.7-375.1.x86_64 [..done]
(106/140) Installing: runc-1.2.0~rc1-1.1.x86_64 [..done]
(107/140) Installing: libmlx4-1-49.1-2.2.x86_64 [..done]
(108/140) Installing: libmana1-49.1-2.2.x86_64 [..done]
(109/140) Installing: libefa1-49.1-2.2.x86_64 [..done]
(110/140) Installing: libvorbisenc2-x86-64-v3-1.3.7-5.1.x86_64 [..done]
(111/140) Installing: qemu-hw-display-virtio-gpu-9.0.0-1.1.x86_64 [..done]
(112/140) Installing: Mesa-libGL1-24.0.7-375.1.x86_64 [..done]
(113/140) Installing: buildah-1.36.0-1.1.x86_64 [.....done]
(114/140) Installing: libibverbs-49.1-2.2.x86_64 [..done]
(115/140) Installing: qemu-hw-display-virtio-gpu-pci-9.0.0-1.1.x86_64 [..done]
(116/140) Installing: libva-glx2-2.21.0-1.1.x86_64 [..done]
(117/140) Installing: gstreamer-plugins-base-1.24.0-1.3.x86_64 [..done]
(118/140) Installing: libgstvideo-1_0-0-1.24.0-1.3.x86_64 [..done]
(119/140) Installing: Mesa-gallium-24.0.7-375.1.x86_64 [.....done]
(120/140) Installing: librdmacm1-49.1-2.2.x86_64 [..done]
(121/140) Installing: libgsttag-1_0-0-1.24.0-1.3.x86_64 [..done]
(122/140) Installing: libgstaudio-1_0-0-1.24.0-1.3.x86_64 [..done]
(123/140) Installing: librados2-16.2.15.74+gc5dd01a91d8-1.2.x86_64 [..done]
(124/140) Installing: libgstpbutils-1_0-0-1.24.0-1.3.x86_64 [..done]
(125/140) Installing: librbd1-16.2.15.74+gc5dd01a91d8-1.2.x86_64 [..done]
(126/140) Installing: libgstapp-1_0-0-1.24.0-1.3.x86_64 [..done]
(127/140) Installing: qemu-block-rbd-9.0.0-1.1.x86_64 [..done]
(128/140) Installing: libspice-server1-0.15.2-4.2.x86_64 [..done]
(129/140) Installing: libgstallocators-1_0-0-1.24.0-1.3.x86_64 [..done]
(130/140) Installing: libgstgl-1_0-0-1.24.0-1.3.x86_64 [..done]
(131/140) Installing: qemu-tools-9.0.0-1.1.x86_64 [..done]
(132/140) Installing: qemu-ui-spice-core-9.0.0-1.1.x86_64 [..done]
(133/140) Installing: qemu-audio-spice-9.0.0-1.1.x86_64 [..done]
(134/140) Installing: libgstriff-1_0-0-1.24.0-1.3.x86_64 [..done]
(135/140) Installing: qemu-hw-display-qxl-9.0.0-1.1.x86_64 [..done]
(136/140) Installing: qemu-chardev-spice-9.0.0-1.1.x86_64 [..done]
(137/140) Installing: qemu-ui-spice-app-9.0.0-1.1.x86_64 [..done]
(138/140) Installing: qemu-x86-9.0.0-1.1.x86_64 [....done]
(139/140) Installing: qemu-9.0.0-1.1.x86_64 [..done]
(140/140) Installing: qemu-ovmf-x86_64-202311-1.1.noarch [....done]
Running post-transaction scripts [....done]
QnP02-0-
# curl -o /usr/local/bin/htpasswd http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/data/containers/htpasswd; echo QrVEk-$?-
  % Total    % Received % Xferd  Average Speed   Time    Time     Time  Current
                                 Dload  Upload   Total   Spent    Left  Speed

  0     0    0     0    0     0      0      0 --:--:-- --:--:-- --:--:--     0
100   346  100   346    0     0  39180      0 --:--:-- --:--:-- --:--:-- 43250
QrVEk-0-
# chmod +x /usr/local/bin/htpasswd; echo jUb2K-$?-
jUb2K-0-
# test -f /etc/systemd/system/user@.service.d/60-delegate.conf; echo S3cp1-$?-
S3cp1-1-
# mkdir /etc/systemd/system/user@.service.d/; echo gi~ty-$?-
gi~ty-0-
# echo -e "[Service]\nDelegate=cpu cpuset io memory pids" > /etc/systemd/system/user@.service.d/60-delegate.conf; echo SRlql-$?-
SRlql-0-
# systemctl --no-pager daemon-reload; echo hOyxE-$?-
hOyxE-0-
# podman system reset -f; echo u_~p4-$?-
[31mERRO[0m[0005] Removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout 
[31mERRO[0m[0010] Removing volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout 
[33mWARN[0m[0020] StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL 
[31mERRO[0m[0025] removing image 2d4f4b5309b1e41b4f83ae59b44df6d673ef44433c734b14c1c103ebca82c116: container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 using image could not be removed: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout 
u_~p4-0-
# modprobe ip6_tables; echo MekXJ-$?-
MekXJ-0-
# test -f /etc/containers/mounts.conf -o -f /usr/share/containers/mounts.conf; echo WYFRk-$?-
WYFRk-1-
# ls /sys/fs/cgroup/cgroup.controllers; echo kjwUb-$?-
/sys/fs/cgroup/cgroup.controllers
kjwUb-0-
# cat > /tmp/scripta_2wy.sh << 'EOT_a_2wy'; echo a_2wy-$?-
> podman info
> EOT_a_2wy
a_2wy-0-
# echo a_2wy; bash -oe pipefail /tmp/scripta_2wy.sh ; echo SCRIPT_FINISHEDa_2wy-$?-
a_2wy
host:
  arch: amd64
  buildahVersion: 1.35.4
  cgroupControllers:
  - cpuset
  - cpu
  - io
  - memory
  - hugetlb
  - pids
  - rdma
  - misc
  cgroupManager: systemd
  cgroupVersion: v2
  conmon:
    package: conmon-2.1.12-1.1.x86_64
    path: /usr/bin/conmon
    version: 'conmon version 2.1.12, commit: unknown'
  cpuUtilization:
    idlePercent: 88.99
    systemPercent: 4.67
    userPercent: 6.34
  cpus: 2
  databaseBackend: sqlite
  distribution:
    distribution: opensuse-tumbleweed
    version: "20240527"
  eventLogger: journald
  freeLocks: 2046
  hostname: susetest
  idMappings:
    gidmap: null
    uidmap: null
  kernel: 6.9.1-1-default
  linkmode: dynamic
  logDriver: journald
  memFree: 408326144
  memTotal: 2068201472
  networkBackend: netavark
  networkBackendInfo:
    backend: netavark
    dns:
      package: aardvark-dns-1.10.0-1.3.x86_64
      path: /usr/libexec/podman/aardvark-dns
      version: aardvark-dns 1.10.0
    package: netavark-1.10.3-1.2.x86_64
    path: /usr/libexec/podman/netavark
    version: netavark 1.10.3
  ociRuntime:
    name: crun
    package: crun-1.14.4-1.2.x86_64
    path: /usr/bin/crun
    version: |-
      crun version 1.14.4
      commit: a220ca661ce078f2c37b38c92e66cf66c012d9c1
      rundir: /run/user/0/crun
      spec: 1.0.0
      +SYSTEMD +SELINUX +APPARMOR +CAP +SECCOMP +EBPF +CRIU +LIBKRUN +WASM:wasmedge +YAJL
  os: linux
  pasta:
    executable: /usr/bin/pasta
    package: passt-20240510.7288448-1.1.x86_64
    version: |
      pasta 20240510.7288448-1.1
      Copyright Red Hat
      GNU General Public License, version 2 or later
        <https://www.gnu.org/licenses/old-licenses/gpl-2.0.html>
      This is free software: you are free to change and redistribute it.
      There is NO WARRANTY, to the extent permitted by law.
  remoteSocket:
    exists: false
    path: /run/podman/podman.sock
  security:
    apparmorEnabled: true
    capabilities: CAP_CHOWN,CAP_DAC_OVERRIDE,CAP_FOWNER,CAP_FSETID,CAP_KILL,CAP_NET_BIND_SERVICE,CAP_SETFCAP,CAP_SETGID,CAP_SETPCAP,CAP_SETUID,CAP_SYS_CHROOT
    rootless: false
    seccompEnabled: true
    seccompProfilePath: /etc/containers/seccomp.json
    selinuxEnabled: false
  serviceIsRemote: false
  slirp4netns:
    executable: /usr/bin/slirp4netns
    package: slirp4netns-1.3.1-1.1.x86_64
    version: |-
      slirp4netns version 1.3.1
      commit: unknown
      libslirp: 4.8.0
      SLIRP_CONFIG_VERSION_MAX: 5
      libseccomp: 2.5.5
  swapFree: 2148507648
  swapTotal: 2148507648
  uptime: 0h 8m 54.00s
  variant: ""
plugins:
  authorization: null
  log:
  - k8s-file
  - none
  - passthrough
  - journald
  network:
  - bridge
  - macvlan
  - ipvlan
  volume:
  - local
registries:
  search:
  - registry.opensuse.org
  - registry.suse.com
  - docker.io
store:
  configFile: /etc/containers/storage.conf
  containerStore:
    number: 1
    paused: 0
    running: 0
    stopped: 1
  graphDriverName: overlay
  graphOptions:
    overlay.mountopt: nodev,metacopy=on
  graphRoot: /var/lib/containers/storage
  graphRootAllocated: 30054285312
  graphRootUsed: 3120566272
  graphStatus:
    Backing Filesystem: btrfs
    Native Overlay Diff: "false"
    Supports d_type: "true"
    Supports shifting: "true"
    Supports volatile: "true"
    Using metacopy: "true"
  imageCopyTmpDir: /var/tmp
  imageStore:
    number: 1
  runRoot: /run/containers/storage
  transientStore: false
  volumePath: /var/lib/containers/storage/volumes
version:
  APIVersion: 5.0.3
  Built: 1715364600
  BuiltTime: Fri May 10 14:10:00 2024
  GitCommit: ""
  GoVersion: go1.21.10
  Os: linux
  OsArch: linux/amd64
  Version: 5.0.3

SCRIPT_FINISHEDa_2wy-0-
# grep bernhard /etc/passwd; echo bup7F-$?-
bernhard:x:1000:1000:bernhard:/home/bernhard:/bin/bash
bup7F-0-
# cd /var/tmp/podman-5.0.3/; echo Npmrt-$?-
Npmrt-0-
# cat > /tmp/scriptPU4OQ.sh << 'EOT_PU4OQ'; echo PU4OQ-$?-
> rpm -ql podman | grep podman/quadlet
> EOT_PU4OQ
PU4OQ-0-
# echo PU4OQ; bash -oe pipefail /tmp/scriptPU4OQ.sh ; echo SCRIPT_FINISHEDPU4OQ-$?-
PU4OQ
/usr/libexec/podman/quadlet
SCRIPT_FINISHEDPU4OQ-0-
# cp -r test/system.orig test/system; echo LVMZ6-$?-
LVMZ6-0-
# rm test/system/125-import.bats; echo OZEQV-$?-
OZEQV-0-
# rm test/system/120-load.bats; echo aDGJM-$?-
aDGJM-0-
# rm test/system/250-systemd.bats; echo ZaIqN-$?-
ZaIqN-0-
# rm test/system/255-auto-update.bats; echo Rk6h1-$?-
Rk6h1-0-
# rm test/system/520-checkpoint.bats; echo zkkrm-$?-
zkkrm-0-
# echo bats-root-local.tap .. > bats-root-local.tap; echo Us1Zp-$?-
Us1Zp-0-
# env PODMAN=/usr/bin/podman QUADLET=/usr/libexec/podman/quadlet hack/bats --root | tee -a bats-root-local.tap; echo n~nbc-$?-
# bats  test/system
1..624
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:41:21-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
ok 1 [001] podman version emits reasonable output
# Arch:amd64 OS:opensuse-tumbleweed20240527 Runtime:crun Rootless:false Events:journald Logdriver:journald Cgroups:v2+systemd Net:netavark DB:sqlite Store:overlay
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:41:41-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
ok 2 [001] podman info
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:42:01-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
ok 3 [001] podman --context emits reasonable output # skip only applicable on podman-remote
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:42:37-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 4 [001] podman can pull an image
# tags: distro-integration
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  in test file test/system/001-basic.bats, line 77)
#   `run_podman rmi -a -f' failed
#
# [07:42:06.770888044] # /usr/bin/podman rmi -a -f
# [07:42:21.851649324] time="2024-05-28T07:42:16-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing image 2d4f4b5309b1e41b4f83ae59b44df6d673ef44433c734b14c1c103ebca82c116: container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 using image could not be removed: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:42:21.855158432] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [07:42:21.860769289] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [07:42:21.892010586] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:42:26.963052051] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:42:26.964811675] [ rc=125 ]
#
# [07:42:26.966602149] # /usr/bin/podman network prune --force
#
# [07:42:26.998236641] # /usr/bin/podman volume rm -a -f
# [07:42:42.069481887] time="2024-05-28T07:42:37-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:42:42.071798609] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:42:57-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
ok 5 [001] podman-remote : really is remote, works as --remote option # skip only applicable on podman-remote
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:43:17-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
ok 6 [001] podman-remote: defaults
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:43:38-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
ok 7 [001] podman-remote: check for command usage message without a running endpoint
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:43:58-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
ok 8 [001] timeout # skip define $PODMAN_RUN_TIMEOUT_TEST to enable this test
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:44:18-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
ok 9 [001] jq is installed and produces reasonable output
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:44:39-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
ok 10 [001] podman --log-level recognizes log levels
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:45:00-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
ok 11 [001] podman --noout properly suppresses output
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:45:20-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
ok 12 [001] podman --noout is actually writing to /dev/null # skip [rootful] unshare requires rootless
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:45:40-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
ok 13 [001] podman version --out writes matching version to a json
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:46:03-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
ok 14 [001] podman - shutdown engines
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:46:28-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 15 podman info - basic test
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [07:46:08.583457564] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:46:13.646217467] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:46:13.649462651] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [07:46:13.655019467] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [07:46:13.681565680] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:46:18.731033437] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:46:18.732865722] [ rc=125 ]
#
# [07:46:18.734973140] # /usr/bin/podman network prune --force
#
# [07:46:18.766102325] # /usr/bin/podman volume rm -a -f
# [07:46:33.836704586] time="2024-05-28T07:46:28-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:46:33.838201326] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:46:54-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 16 podman info - json
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [07:46:33.866312130] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:46:38.921850734] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:46:38.925286690] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [07:46:38.930872617] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [07:46:38.956954903] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:46:44.000268867] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:46:44.001898219] [ rc=125 ]
#
# [07:46:44.003592963] # /usr/bin/podman network prune --force
#
# [07:46:44.032556118] # /usr/bin/podman volume rm -a -f
# [07:46:59.110647509] time="2024-05-28T07:46:54-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:46:59.112888740] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:47:19-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 17 podman info - confirm desired runtime
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [07:46:59.145694678] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:47:04.211299232] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:47:04.215579341] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [07:47:04.221320320] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [07:47:04.251484541] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:47:09.306229013] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:47:09.308617896] [ rc=125 ]
#
# [07:47:09.311098930] # /usr/bin/podman network prune --force
#
# [07:47:09.343044747] # /usr/bin/podman volume rm -a -f
# [07:47:24.415639904] time="2024-05-28T07:47:19-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:47:24.417698912] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:47:44-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 18 podman info - confirm desired network backend
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [07:47:24.447965316] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:47:29.505286364] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:47:29.509247619] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [07:47:29.515462934] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [07:47:29.544183946] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:47:34.601535551] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:47:34.603162024] [ rc=125 ]
#
# [07:47:34.604885758] # /usr/bin/podman network prune --force
#
# [07:47:34.638877472] # /usr/bin/podman volume rm -a -f
# [07:47:49.717991860] time="2024-05-28T07:47:44-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:47:49.719940286] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:48:09-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 19 podman info - confirm desired database
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [07:47:49.749485570] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:47:54.807717947] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:47:54.810779239] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [07:47:54.816135512] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [07:47:54.840940321] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:47:59.891752255] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:47:59.893694402] [ rc=125 ]
#
# [07:47:59.895485636] # /usr/bin/podman network prune --force
#
# [07:47:59.925123891] # /usr/bin/podman volume rm -a -f
# [07:48:14.995033755] time="2024-05-28T07:48:09-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:48:14.996752958] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:48:35-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 20 podman info - confirm desired storage driver
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [07:48:15.024346676] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:48:20.068227704] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:48:20.071314256] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [07:48:20.076705810] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [07:48:20.101634100] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:48:25.152900601] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:48:25.155020210] [ rc=125 ]
#
# [07:48:25.157129459] # /usr/bin/podman network prune --force
#
# [07:48:25.186997478] # /usr/bin/podman volume rm -a -f
# [07:48:40.266877690] time="2024-05-28T07:48:35-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:48:40.268384300] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:49:00-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 21 podman info - RHEL8 must use runc
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [07:48:40.297446858] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:48:45.347206907] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:48:45.350065387] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [07:48:45.355141006] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [07:48:45.382048983] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:48:50.426596883] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:48:50.428644011] [ rc=125 ]
#
# [07:48:50.430666939] # /usr/bin/podman network prune --force
#
# [07:48:50.460207542] # /usr/bin/podman volume rm -a -f
# [07:49:05.536837360] time="2024-05-28T07:49:00-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:49:05.539163332] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:49:25-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 22 podman info --storage-opt='' 
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [07:49:05.572006321] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:49:10.637689498] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:49:10.641312788] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [07:49:10.647011725] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [07:49:10.676707571] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:49:15.733931943] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:49:15.736796461] [ rc=125 ]
#
# [07:49:15.738999682] # /usr/bin/podman network prune --force
#
# [07:49:15.775301658] # /usr/bin/podman volume rm -a -f
# [07:49:30.846452594] time="2024-05-28T07:49:25-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:49:30.848462832] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:49:51-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 23 podman info netavark 
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [07:49:30.879431075] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:49:35.942282963] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:49:35.945226264] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [07:49:35.950544216] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [07:49:35.979188958] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:49:41.035111923] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:49:41.037862081] [ rc=125 ]
#
# [07:49:41.040735940] # /usr/bin/podman network prune --force
#
# [07:49:41.074300969] # /usr/bin/podman volume rm -a -f
# [07:49:56.164975509] time="2024-05-28T07:49:51-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:49:56.166479900] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:50:16-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 24 podman --root PATH info - basic output
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [07:49:56.196248677] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:50:01.245171096] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:50:01.248246207] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [07:50:01.253659972] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [07:50:01.279002138] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:50:06.330796696] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:50:06.332728133] [ rc=125 ]
#
# [07:50:06.334967413] # /usr/bin/podman network prune --force
#
# [07:50:06.365907116] # /usr/bin/podman volume rm -a -f
# [07:50:21.445238296] time="2024-05-28T07:50:16-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:50:21.447547117] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:50:41-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 25 rootless podman with symlinked /root
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [07:50:21.479866168] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:50:26.544147710] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:50:26.546998198] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [07:50:26.552115727] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [07:50:26.576783531] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:50:31.628567686] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:50:31.630151788] [ rc=125 ]
#
# [07:50:31.631878672] # /usr/bin/podman network prune --force
#
# [07:50:31.661824477] # /usr/bin/podman volume rm -a -f
# [07:50:46.736155336] time="2024-05-28T07:50:41-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:50:46.738202153] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:51:07-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 26 podman --root PATH --volumepath info - basic output
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [07:50:46.769454867] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:50:51.827430454] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:50:51.832096817] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [07:50:51.838544884] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [07:50:51.869909099] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:50:56.923540658] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:50:56.925521755] [ rc=125 ]
#
# [07:50:56.927887007] # /usr/bin/podman network prune --force
#
# [07:50:56.960179715] # /usr/bin/podman volume rm -a -f
# [07:51:12.042288860] time="2024-05-28T07:51:07-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:51:12.043904072] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:51:32-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 27 CONTAINERS_CONF_OVERRIDE
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [07:51:12.072948106] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:51:17.123209930] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:51:17.126597586] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [07:51:17.132455946] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [07:51:17.163484637] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:51:22.221726316] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:51:22.223438570] [ rc=125 ]
#
# [07:51:22.225114353] # /usr/bin/podman network prune --force
#
# [07:51:22.252933430] # /usr/bin/podman volume rm -a -f
# [07:51:37.329769661] time="2024-05-28T07:51:32-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:51:37.333149216] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:51:57-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 28 podman - BoltDB cannot create new databases
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [07:51:37.366082633] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:51:42.416919185] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:51:42.420147168] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [07:51:42.425259457] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [07:51:42.452129802] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:51:47.507914479] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:51:47.509413410] [ rc=125 ]
#
# [07:51:47.511113253] # /usr/bin/podman network prune --force
#
# [07:51:47.540920437] # /usr/bin/podman volume rm -a -f
# [07:52:02.618959262] time="2024-05-28T07:51:57-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:52:02.620449503] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:52:22-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 29 podman images - basic output
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [07:52:02.760339839] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:52:07.813830455] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:52:07.817565176] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [07:52:07.823045380] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [07:52:07.849366507] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:52:12.901196531] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:52:12.903161538] [ rc=125 ]
#
# [07:52:12.905078103] # /usr/bin/podman network prune --force
#
# [07:52:12.933933855] # /usr/bin/podman volume rm -a -f
# [07:52:28.002018584] time="2024-05-28T07:52:22-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:52:28.003552615] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:52:48-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 30 podman images - custom formats
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [07:52:28.031668636] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:52:33.084832484] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:52:33.087871555] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [07:52:33.093228949] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [07:52:33.116714466] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:52:38.172726005] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:52:38.174569450] [ rc=125 ]
#
# [07:52:38.176474266] # /usr/bin/podman network prune --force
#
# [07:52:38.206188158] # /usr/bin/podman volume rm -a -f
# [07:52:53.283664057] time="2024-05-28T07:52:48-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:52:53.285261729] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:53:13-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 31 podman images - json
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [07:52:53.323259344] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:52:58.384535163] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:52:58.387748576] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [07:52:58.393064659] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [07:52:58.420463010] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:53:03.472220050] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:53:03.474365769] [ rc=125 ]
#
# [07:53:03.476750411] # /usr/bin/podman network prune --force
#
# [07:53:03.509807570] # /usr/bin/podman volume rm -a -f
# [07:53:18.592913961] time="2024-05-28T07:53:13-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:53:18.594438982] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:53:38-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 32 podman images - history output
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [07:53:18.623209612] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:53:23.678933266] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:53:23.682072639] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [07:53:23.687497292] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [07:53:23.712152187] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:53:28.764663407] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:53:28.766134916] [ rc=125 ]
#
# [07:53:28.767731558] # /usr/bin/podman network prune --force
#
# [07:53:28.794670303] # /usr/bin/podman volume rm -a -f
# [07:53:43.860660035] time="2024-05-28T07:53:38-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:53:43.862588181] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:54:04-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 33 podman images - filter
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [07:53:43.892958992] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:53:48.950159197] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:53:48.953036496] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [07:53:48.958364918] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [07:53:48.982823629] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:53:54.037941127] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:53:54.039953614] [ rc=125 ]
#
# [07:53:54.042176985] # /usr/bin/podman network prune --force
#
# [07:53:54.074060046] # /usr/bin/podman volume rm -a -f
# [07:54:09.145840796] time="2024-05-28T07:54:04-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:54:09.147884304] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:54:29-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 34 podman images -a, after pulling by sha 
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [07:54:09.179531623] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:54:14.239793891] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:54:14.243044794] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [07:54:14.248633981] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [07:54:14.274696074] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:54:19.330910056] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:54:19.333016813] [ rc=125 ]
#
# [07:54:19.334940039] # /usr/bin/podman network prune --force
#
# [07:54:19.373995369] # /usr/bin/podman volume rm -a -f
# [07:54:34.440916573] time="2024-05-28T07:54:29-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:54:34.442846829] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:54:54-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 35 podman images - table format
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [07:54:34.479685069] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:54:39.535249441] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:54:39.538435063] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [07:54:39.544350504] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [07:54:39.576359678] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:54:44.646325617] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:54:44.648015010] [ rc=125 ]
#
# [07:54:44.649730763] # /usr/bin/podman network prune --force
#
# [07:54:44.678543584] # /usr/bin/podman volume rm -a -f
# [07:54:59.766165642] time="2024-05-28T07:54:54-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:54:59.768021526] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:55:20-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 36 podman images - rmi -af removes all containers and pods
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [07:54:59.800577348] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:55:04.859104663] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:55:04.862630862] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [07:55:04.868420380] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [07:55:04.898713380] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:55:09.951010001] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:55:09.953045998] [ rc=125 ]
#
# [07:55:09.954881413] # /usr/bin/podman network prune --force
#
# [07:55:09.983915517] # /usr/bin/podman volume rm -a -f
# [07:55:25.043453813] time="2024-05-28T07:55:20-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:55:25.045373919] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:55:45-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 37 podman images - rmi -f can remove infra images
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [07:55:25.076415330] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:55:30.133710960] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:55:30.137166716] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [07:55:30.142995895] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [07:55:30.170248924] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:55:35.230899129] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:55:35.232501831] [ rc=125 ]
#
# [07:55:35.234230554] # /usr/bin/podman network prune --force
#
# [07:55:35.264783569] # /usr/bin/podman volume rm -a -f
# [07:55:50.342725436] time="2024-05-28T07:55:45-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:55:50.344831145] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:56:10-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 38 podman rmi --ignore
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [07:55:50.375786995] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:55:55.434190078] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:55:55.438381214] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [07:55:55.444349436] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [07:55:55.473454440] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:56:00.533221658] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:56:00.535155094] [ rc=125 ]
#
# [07:56:00.537008130] # /usr/bin/podman network prune --force
#
# [07:56:00.566754372] # /usr/bin/podman volume rm -a -f
# [07:56:15.638876809] time="2024-05-28T07:56:10-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:56:15.641144509] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:56:35-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 39 podman image rm --force bogus
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [07:56:15.674925257] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:56:20.741846483] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:56:20.744864764] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [07:56:20.750271327] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [07:56:20.775889295] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:56:25.820214004] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:56:25.822662568] [ rc=125 ]
#
# [07:56:25.825112171] # /usr/bin/podman network prune --force
#
# [07:56:25.860300668] # /usr/bin/podman volume rm -a -f
# [07:56:40.927983592] time="2024-05-28T07:56:35-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:56:40.929633015] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:57:01-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 40 podman images - commit docker with comment
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [07:56:40.961986173] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:56:46.017032637] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:56:46.022222378] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [07:56:46.031985860] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [07:56:46.072806914] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:56:51.145736600] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:56:51.147738517] [ rc=125 ]
#
# [07:56:51.149954347] # /usr/bin/podman network prune --force
#
# [07:56:51.181734178] # /usr/bin/podman volume rm -a -f
# [07:57:06.252626043] time="2024-05-28T07:57:01-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:57:06.254765952] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:57:26-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 41 podman pull image with additional store
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [07:57:06.285306406] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:57:11.341835334] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:57:11.345509784] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [07:57:11.350692734] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [07:57:11.374232083] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:57:16.426677933] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:57:16.428467757] [ rc=125 ]
#
# [07:57:16.430186760] # /usr/bin/podman network prune --force
#
# [07:57:16.460201427] # /usr/bin/podman volume rm -a -f
# [07:57:31.523108736] time="2024-05-28T07:57:26-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:57:31.525102493] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:57:51-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 42 podman images with concurrent removal
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [07:57:31.557339011] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:57:36.617553694] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:57:36.621336526] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [07:57:36.627342676] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [07:57:36.660190642] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:57:41.708939283] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:57:41.710626385] [ rc=125 ]
#
# [07:57:41.712369189] # /usr/bin/podman network prune --force
#
# [07:57:41.739477587] # /usr/bin/podman volume rm -a -f
# [07:57:56.817054899] time="2024-05-28T07:57:51-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:57:56.818633091] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:58:17-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 43 podman image - sign with no sigfile
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/011-image.bats, line 8)
#   `basic_setup' failed
#
# [07:57:56.892918908] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:58:01.943554431] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:58:01.947811069] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [07:58:01.953279423] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [07:58:01.980919928] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:58:07.038994794] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:58:07.041696751] [ rc=125 ]
#
# [07:58:07.044038723] # /usr/bin/podman network prune --force
#
# [07:58:07.080279253] # /usr/bin/podman volume rm -a -f
# [07:58:22.152583470] time="2024-05-28T07:58:17-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:58:22.154385004] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:58:42-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 44 podman images - bare manifest list
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [07:58:22.276223525] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:58:27.341123952] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:58:27.344151934] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# [ teardown - ignore 'image not known' errors below ]
#
# [07:58:27.349482606] # /usr/bin/podman manifest rm test:1.0 localhost:42137/test:1.0
# [07:58:27.377918892] Error: 2 errors occurred:
# 	* test:1.0: image not known
# 	* localhost:42137/test:1.0: image not known
# [07:58:27.379454403] [ rc=1 ]
# # [teardown]
#
# [07:58:27.381105155] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [07:58:27.405564047] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:58:32.457743784] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:58:32.459454937] [ rc=125 ]
#
# [07:58:32.461184100] # /usr/bin/podman network prune --force
#
# [07:58:32.489343742] # /usr/bin/podman volume rm -a -f
# [07:58:47.563828545] time="2024-05-28T07:58:42-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:58:47.566019575] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:59:07-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 45 podman manifest --tls-verify and --authfile
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [07:58:47.599044562] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:58:52.651127328] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:58:52.654490224] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# [ teardown - ignore 'image not known' errors below ]
#
# [07:58:52.660220541] # /usr/bin/podman manifest rm test:1.0 localhost:42137/test:1.0
# [07:58:52.692250026] Error: 2 errors occurred:
# 	* test:1.0: image not known
# 	* localhost:42137/test:1.0: image not known
# [07:58:52.694098551] [ rc=1 ]
# # [teardown]
#
# [07:58:52.696080118] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [07:58:52.723702302] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:58:57.771385229] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:58:57.773975264] [ rc=125 ]
#
# [07:58:57.776173794] # /usr/bin/podman network prune --force
#
# [07:58:57.814105768] # /usr/bin/podman volume rm -a -f
# [07:59:12.901044087] time="2024-05-28T07:59:07-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:59:12.902894321] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:59:33-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 46 manifest list --add-compression with zstd
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [07:59:12.934590537] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:59:17.992120173] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:59:17.995268963] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# [ teardown - ignore 'image not known' errors below ]
#
# [07:59:18.000869285] # /usr/bin/podman manifest rm test:1.0 localhost:42137/test:1.0
# [07:59:18.035936784] Error: 2 errors occurred:
# 	* test:1.0: image not known
# 	* localhost:42137/test:1.0: image not known
# [07:59:18.037727737] [ rc=1 ]
# # [teardown]
#
# [07:59:18.040010736] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [07:59:18.069350761] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:59:23.130428434] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:59:23.132340498] [ rc=125 ]
#
# [07:59:23.134970082] # /usr/bin/podman network prune --force
#
# [07:59:23.161646353] # /usr/bin/podman volume rm -a -f
# [07:59:38.241376752] time="2024-05-28T07:59:33-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:59:38.242989683] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T07:59:58-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 47 manifest list --add --artifact
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [07:59:38.271935103] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:59:43.322263131] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:59:43.325089657] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# [ teardown - ignore 'image not known' errors below ]
#
# [07:59:43.330090060] # /usr/bin/podman manifest rm test:1.0 localhost:42137/test:1.0
# [07:59:43.354795387] Error: 2 errors occurred:
# 	* test:1.0: image not known
# 	* localhost:42137/test:1.0: image not known
# [07:59:43.356226725] [ rc=1 ]
# # [teardown]
#
# [07:59:43.357756545] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [07:59:43.379210580] # /usr/bin/podman rm -t 0 --all --force --ignore
# [07:59:48.423295580] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [07:59:48.425030502] [ rc=125 ]
#
# [07:59:48.427242361] # /usr/bin/podman network prune --force
#
# [07:59:48.456443704] # /usr/bin/podman volume rm -a -f
# [08:00:03.541161205] time="2024-05-28T07:59:58-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:00:03.542995068] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:00:23-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 48 podman help - basic tests
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:00:03.642259249] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:00:08.697149054] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:00:08.701862274] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:00:08.707968713] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:00:08.735906031] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:00:13.792027853] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:00:13.794302522] [ rc=125 ]
#
# [08:00:13.796281387] # /usr/bin/podman network prune --force
#
# [08:00:13.827797071] # /usr/bin/podman volume rm -a -f
# [08:00:28.899476266] time="2024-05-28T08:00:23-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:00:28.901264688] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:00:49-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 49 podman tag/untag
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:00:28.985605978] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:00:34.043697227] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:00:34.046900799] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:00:34.052574401] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:00:34.083471536] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:00:39.141146024] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:00:39.143123019] [ rc=125 ]
#
# [08:00:39.144921841] # /usr/bin/podman network prune --force
#
# [08:00:39.172797578] # /usr/bin/podman volume rm -a -f
# [08:00:54.250422991] time="2024-05-28T08:00:49-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:00:54.252526268] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:01:14-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 50 podman untag all
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:00:54.288262365] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:00:59.337263076] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:00:59.339991291] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:00:59.345190227] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:00:59.370663294] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:01:04.419664685] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:01:04.421621211] [ rc=125 ]
#
# [08:01:04.423526945] # /usr/bin/podman network prune --force
#
# [08:01:04.454137267] # /usr/bin/podman volume rm -a -f
# [08:01:19.536357898] time="2024-05-28T08:01:14-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:01:19.538639527] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:01:40-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 51 podman run - basic tests
# tags: distro-integration
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:01:19.908967527] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:01:24.973540720] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:01:24.977023214] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:01:24.982732498] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:01:25.008467706] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:01:30.060120045] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:01:30.061899407] [ rc=125 ]
#
# [08:01:30.063781222] # /usr/bin/podman network prune --force
#
# [08:01:30.092544870] # /usr/bin/podman volume rm -a -f
# [08:01:45.178783292] time="2024-05-28T08:01:40-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:01:45.180785618] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:02:05-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 52 podman run - global runtime option
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:01:45.218858446] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:01:50.274475674] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:01:50.277329750] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:01:50.282502467] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:01:50.305672073] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:01:55.359665179] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:01:55.362012859] [ rc=125 ]
#
# [08:01:55.364606342] # /usr/bin/podman network prune --force
#
# [08:01:55.398187672] # /usr/bin/podman volume rm -a -f
# [08:02:10.470008183] time="2024-05-28T08:02:05-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:02:10.472186391] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:02:30-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 53 podman run --memory=0 runtime option
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:02:10.509494339] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:02:15.555800159] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:02:15.559782610] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:02:15.565413692] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:02:15.589980026] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:02:20.637936122] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:02:20.640360953] [ rc=125 ]
#
# [08:02:20.642716763] # /usr/bin/podman network prune --force
#
# [08:02:20.676517176] # /usr/bin/podman volume rm -a -f
# [08:02:35.743431462] time="2024-05-28T08:02:30-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:02:35.745557049] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:02:55-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 54 podman run --preserve-fds
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:02:35.784144423] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:02:40.839017200] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:02:40.841860477] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:02:40.846961542] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:02:40.870943339] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:02:45.916236618] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:02:45.918825371] [ rc=125 ]
#
# [08:02:45.920881987] # /usr/bin/podman network prune --force
#
# [08:02:45.953455763] # /usr/bin/podman volume rm -a -f
# [08:03:01.035892647] time="2024-05-28T08:02:55-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:03:01.037891252] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:03:21-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 55 podman run --preserve-fd
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:03:01.077074174] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:03:06.137520214] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:03:06.140797575] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:03:06.146309076] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:03:06.171447487] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:03:11.220631936] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:03:11.222608721] [ rc=125 ]
#
# [08:03:11.225003052] # /usr/bin/podman network prune --force
#
# [08:03:11.258586222] # /usr/bin/podman volume rm -a -f
# [08:03:26.342675577] time="2024-05-28T08:03:21-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:03:26.344325567] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:03:46-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 56 podman run - uidmapping has no /sys/kernel mounts
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:03:26.384434341] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:03:31.438263317] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:03:31.441144994] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:03:31.446284280] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:03:31.472411354] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:03:36.523186395] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:03:36.524893457] [ rc=125 ]
#
# [08:03:36.526845862] # /usr/bin/podman network prune --force
#
# [08:03:36.558748960] # /usr/bin/podman volume rm -a -f
# [08:03:51.636887429] time="2024-05-28T08:03:46-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:03:51.638577771] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:04:11-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 57 podman run --rm
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:03:51.675009947] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:03:56.729812739] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:03:56.732932509] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:03:56.738551531] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:03:56.765213762] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:04:01.814529395] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:04:01.816766253] [ rc=125 ]
#
# [08:04:01.818740289] # /usr/bin/podman network prune --force
#
# [08:04:01.847990273] # /usr/bin/podman volume rm -a -f
# [08:04:16.929306471] time="2024-05-28T08:04:11-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:04:16.931559630] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:04:37-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 58 podman run --name
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:04:16.969040450] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:04:22.041272339] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:04:22.044861876] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:04:22.051094075] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:04:22.082237744] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:04:27.142436354] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:04:27.144585101] [ rc=125 ]
#
# [08:04:27.146952672] # /usr/bin/podman network prune --force
#
# [08:04:27.180358599] # /usr/bin/podman volume rm -a -f
# [08:04:42.248368748] time="2024-05-28T08:04:37-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:04:42.249929427] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:05:02-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 59 podman run --pull
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:04:42.285749336] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:04:47.338725872] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:04:47.342197487] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:04:47.348187693] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:04:47.375496953] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:04:52.425884396] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:04:52.427552317] [ rc=125 ]
#
# [08:04:52.429531602] # /usr/bin/podman network prune --force
#
# [08:04:52.461194358] # /usr/bin/podman volume rm -a -f
# [08:05:07.524175240] time="2024-05-28T08:05:02-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:05:07.525781782] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:05:27-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 60 podman run --rmi
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:05:07.560812325] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:05:12.611837752] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:05:12.615300508] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:05:12.620994315] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:05:12.652844145] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:05:17.699031180] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:05:17.700960116] [ rc=125 ]
#
# [08:05:17.702930692] # /usr/bin/podman network prune --force
#
# [08:05:17.730110529] # /usr/bin/podman volume rm -a -f
# [08:05:32.803604925] time="2024-05-28T08:05:27-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:05:32.805531481] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:05:53-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 61 podman run --conmon-pidfile --cidfile
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:05:32.843270161] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:05:37.896387696] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:05:37.899900563] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:05:37.905364137] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:05:37.930915792] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:05:42.973718804] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:05:42.975486738] [ rc=125 ]
#
# [08:05:42.977274443] # /usr/bin/podman network prune --force
#
# [08:05:43.005277501] # /usr/bin/podman volume rm -a -f
# [08:05:58.078922193] time="2024-05-28T08:05:53-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:05:58.080901539] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:06:18-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 62 podman run docker-archive
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:05:58.119472520] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:06:03.171309995] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:06:03.174286415] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:06:03.179710249] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:06:03.207949269] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:06:08.256447134] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:06:08.258596473] [ rc=125 ]
#
# [08:06:08.260895074] # /usr/bin/podman network prune --force
#
# [08:06:08.292003044] # /usr/bin/podman volume rm -a -f
# [08:06:23.362016791] time="2024-05-28T08:06:18-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:06:23.363760745] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:06:43-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 63 podman run : user namespace preserved root ownership
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:06:23.398975891] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:06:28.450430102] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:06:28.453301382] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:06:28.458512922] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:06:28.482362964] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:06:33.535848314] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:06:33.537580218] [ rc=125 ]
#
# [08:06:33.539283361] # /usr/bin/podman network prune --force
#
# [08:06:33.569117283] # /usr/bin/podman volume rm -a -f
# [08:06:48.650423431] time="2024-05-28T08:06:43-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:06:48.652351867] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:07:08-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 64 podman run : add username to /etc/passwd if --userns=keep-id
# tags: distro-integration
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:06:48.689368677] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:06:53.742829605] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:06:53.745820825] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:06:53.750974865] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:06:53.781384096] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:06:58.838718226] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:06:58.840712413] [ rc=125 ]
#
# [08:06:58.843026934] # /usr/bin/podman network prune --force
#
# [08:06:58.875180457] # /usr/bin/podman volume rm -a -f
# [08:07:13.948033232] time="2024-05-28T08:07:08-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:07:13.949581533] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:07:34-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 65 podman run : --userns=keep-id: passwd file is modifiable
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:07:13.984804618] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:07:19.043943634] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:07:19.047206908] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:07:19.052269047] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:07:19.076002807] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:07:24.118622529] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:07:24.120899250] [ rc=125 ]
#
# [08:07:24.123151650] # /usr/bin/podman network prune --force
#
# [08:07:24.157329811] # /usr/bin/podman volume rm -a -f
# [08:07:39.238256306] time="2024-05-28T08:07:34-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:07:39.239802046] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:07:59-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 66 podman run --log-driver
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:07:39.274705038] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:07:44.332420698] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:07:44.335265516] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:07:44.340308384] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:07:44.364218826] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:07:49.423415650] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:07:49.424907203] [ rc=125 ]
#
# [08:07:49.426505656] # /usr/bin/podman network prune --force
#
# [08:07:49.452991790] # /usr/bin/podman volume rm -a -f
# [08:08:04.522182168] time="2024-05-28T08:07:59-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:08:04.524051081] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:08:24-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 67 podman run --log-driver journald
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:08:04.559748952] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:08:09.609891540] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:08:09.613701005] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:08:09.619434005] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:08:09.648548634] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:08:14.707165370] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:08:14.708779533] [ rc=125 ]
#
# [08:08:14.710470596] # /usr/bin/podman network prune --force
#
# [08:08:14.737237771] # /usr/bin/podman volume rm -a -f
# [08:08:29.804319099] time="2024-05-28T08:08:24-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:08:29.806100072] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:08:50-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 68 podman run --tz
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:08:29.844242916] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:08:34.897309426] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:08:34.900774603] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:08:34.906523852] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:08:34.936564133] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:08:39.994172421] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:08:39.996057054] [ rc=125 ]
#
# [08:08:39.998186918] # /usr/bin/podman network prune --force
#
# [08:08:40.035495821] # /usr/bin/podman volume rm -a -f
# [08:08:55.115982847] time="2024-05-28T08:08:50-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:08:55.117554530] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:09:15-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 69 podman run --tz with zoneinfo
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:08:55.152885839] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:09:00.202943220] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:09:00.206252696] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:09:00.211488355] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:09:00.235721935] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:09:05.290362828] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:09:05.292329991] [ rc=125 ]
#
# [08:09:05.293965264] # /usr/bin/podman network prune --force
#
# [08:09:05.317900145] # /usr/bin/podman volume rm -a -f
# [08:09:20.397131329] time="2024-05-28T08:09:15-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:09:20.398718942] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:09:40-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 70 podman run : full path to --runtime is preserved
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:09:20.433840071] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:09:25.483691511] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:09:25.486548689] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:09:25.491668267] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:09:25.518442387] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:09:30.560714272] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:09:30.562229362] [ rc=125 ]
#
# [08:09:30.563866664] # /usr/bin/podman network prune --force
#
# [08:09:30.590753095] # /usr/bin/podman volume rm -a -f
# [08:09:45.669371957] time="2024-05-28T08:09:40-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:09:45.670937387] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:10:05-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 71 podman --noout run should print output
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:09:45.706616427] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:09:50.758478742] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:09:50.761722396] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:09:50.766940026] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:09:50.792272377] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:09:55.832162261] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:09:55.834086377] [ rc=125 ]
#
# [08:09:55.835984592] # /usr/bin/podman network prune --force
#
# [08:09:55.865640091] # /usr/bin/podman volume rm -a -f
# [08:10:10.932930490] time="2024-05-28T08:10:05-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:10:10.934884366] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:10:31-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 72 podman --noout create should print output
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:10:10.971303786] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:10:16.021052233] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:10:16.024059374] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:10:16.029182553] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:10:16.053125114] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:10:21.104719348] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:10:21.107445234] [ rc=125 ]
#
# [08:10:21.110246952] # /usr/bin/podman network prune --force
#
# [08:10:21.140692381] # /usr/bin/podman volume rm -a -f
# [08:10:36.209203027] time="2024-05-28T08:10:31-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:10:36.211178073] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:10:56-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 73 podman --out run should save the container id
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:10:36.251035759] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:10:41.309705083] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:10:41.312866346] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:10:41.318657494] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:10:41.347185606] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:10:46.400259277] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:10:46.402397206] [ rc=125 ]
#
# [08:10:46.404687567] # /usr/bin/podman network prune --force
#
# [08:10:46.436266860] # /usr/bin/podman volume rm -a -f
# [08:11:01.510839413] time="2024-05-28T08:10:56-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:11:01.512770169] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:11:21-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 74 podman --out create should save the container id
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:11:01.551828304] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:11:06.603792340] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:11:06.606878131] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:11:06.612288644] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:11:06.638673088] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:11:11.696542631] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:11:11.698708700] [ rc=125 ]
#
# [08:11:11.700939350] # /usr/bin/podman network prune --force
#
# [08:11:11.732629066] # /usr/bin/podman volume rm -a -f
# [08:11:26.796632916] time="2024-05-28T08:11:21-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:11:26.799042719] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:11:47-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 75 podman run : look up correct image name
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:11:26.839371452] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:11:31.891381367] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:11:31.895119708] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:11:31.901235600] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:11:31.931766461] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:11:36.982738713] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:11:36.985012434] [ rc=125 ]
#
# [08:11:36.987451606] # /usr/bin/podman network prune --force
#
# [08:11:37.021390673] # /usr/bin/podman volume rm -a -f
# [08:11:52.099018784] time="2024-05-28T08:11:47-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:11:52.100846869] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:12:12-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 76 podman run on untagged image: make sure that image metadata is set
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:11:52.138911091] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:11:57.203551247] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:11:57.206648138] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:11:57.212093132] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:11:57.241105991] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:12:02.288928860] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:12:02.290947268] [ rc=125 ]
#
# [08:12:02.292760602] # /usr/bin/podman network prune --force
#
# [08:12:02.321678750] # /usr/bin/podman volume rm -a -f
# [08:12:17.382259286] time="2024-05-28T08:12:12-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:12:17.384301174] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:12:37-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 77 podman inspect includes image data
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:12:17.423349909] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:12:22.490211415] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:12:22.493931675] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:12:22.500045587] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:12:22.530840391] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:12:27.595043810] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:12:27.597115448] [ rc=125 ]
#
# [08:12:27.599048004] # /usr/bin/podman network prune --force
#
# [08:12:27.627864921] # /usr/bin/podman volume rm -a -f
# [08:12:42.694782113] time="2024-05-28T08:12:37-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:12:42.696656878] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:13:02-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 78 Verify /run/.containerenv exist
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:12:42.735320617] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:12:47.786067655] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:12:47.789213867] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:12:47.794769332] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:12:47.819807548] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:12:52.883730484] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:12:52.885792282] [ rc=125 ]
#
# [08:12:52.888041472] # /usr/bin/podman network prune --force
#
# [08:12:52.919576715] # /usr/bin/podman volume rm -a -f
# [08:13:07.987592904] time="2024-05-28T08:13:02-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:13:07.989483610] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:13:28-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 79 podman run with --net=host and --port prints warning
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:13:08.027646052] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:13:13.082704528] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:13:13.086307747] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:13:13.092238616] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:13:13.122395991] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:13:18.179580246] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:13:18.181419671] [ rc=125 ]
#
# [08:13:18.183200345] # /usr/bin/podman network prune --force
#
# [08:13:18.215609591] # /usr/bin/podman volume rm -a -f
# [08:13:33.290055221] time="2024-05-28T08:13:28-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:13:33.292068578] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:13:53-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 80 podman run - check workdir
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:13:33.331243894] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:13:38.381735169] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:13:38.384846301] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:13:38.390473667] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:13:38.416583338] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:13:43.460403244] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:13:43.462434952] [ rc=125 ]
#
# [08:13:43.465148508] # /usr/bin/podman network prune --force
#
# [08:13:43.498223212] # /usr/bin/podman volume rm -a -f
# [08:13:58.582225968] time="2024-05-28T08:13:53-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:13:58.584656971] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:14:18-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 81 podman run - does not truncate or hang with big output
# tags: distro-integration
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:13:58.624683168] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:14:03.680661958] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:14:03.684221226] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:14:03.690150576] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:14:03.722372838] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:14:08.773787827] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:14:08.775641822] [ rc=125 ]
#
# [08:14:08.777711800] # /usr/bin/podman network prune --force
#
# [08:14:08.812692200] # /usr/bin/podman volume rm -a -f
# [08:14:23.883513516] time="2024-05-28T08:14:18-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:14:23.885618134] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:14:44-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 82 podman run - do not set empty HOME
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:14:23.925861666] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:14:28.979211371] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:14:28.983068144] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:14:28.991289203] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:14:29.019031846] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:14:34.065784702] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:14:34.068148693] [ rc=125 ]
#
# [08:14:34.070719159] # /usr/bin/podman network prune --force
#
# [08:14:34.101882647] # /usr/bin/podman volume rm -a -f
# [08:14:49.192180787] time="2024-05-28T08:14:44-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:14:49.194421627] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:15:09-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 83 podman run --timeout - basic test
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:14:49.234330984] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:14:54.290584806] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:14:54.294325017] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:14:54.302484566] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:14:54.330043536] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:14:59.375103351] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:14:59.376855975] [ rc=125 ]
#
# [08:14:59.378634428] # /usr/bin/podman network prune --force
#
# [08:14:59.406831517] # /usr/bin/podman volume rm -a -f
# [08:15:14.479658820] time="2024-05-28T08:15:09-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:15:14.481635057] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:15:34-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 84 podman run no /etc/mtab 
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:15:14.523994365] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:15:19.583958658] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:15:19.587027210] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:15:19.592540374] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:15:19.617394159] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:15:24.676792314] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:15:24.678827261] [ rc=125 ]
#
# [08:15:24.681025841] # /usr/bin/podman network prune --force
#
# [08:15:24.710180352] # /usr/bin/podman volume rm -a -f
# [08:15:39.778815145] time="2024-05-28T08:15:34-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:15:39.780747210] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:16:00-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 85 podman run --hostuser tests
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:15:39.820455014] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:15:44.876510892] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:15:44.879629474] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:15:44.885217299] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:15:44.911496383] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:15:49.953058177] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:15:49.954944372] [ rc=125 ]
#
# [08:15:49.957017750] # /usr/bin/podman network prune --force
#
# [08:15:49.988631855] # /usr/bin/podman volume rm -a -f
# [08:16:05.067370270] time="2024-05-28T08:16:00-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:16:05.069022481] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:16:25-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 86 podman run --device-cgroup-rule tests
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:16:05.107250095] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:16:10.161366887] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:16:10.165023997] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:16:10.171306061] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:16:10.208989217] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:16:15.263704419] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:16:15.265845278] [ rc=125 ]
#
# [08:16:15.268194959] # /usr/bin/podman network prune --force
#
# [08:16:15.304612009] # /usr/bin/podman volume rm -a -f
# [08:16:30.371605771] time="2024-05-28T08:16:25-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:16:30.373492903] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:16:50-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 87 podman run closes stdin
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:16:30.415526819] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:16:35.477258053] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:16:35.480489751] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:16:35.485998306] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:16:35.511876762] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:16:40.572042707] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:16:40.574121721] [ rc=125 ]
#
# [08:16:40.576541540] # /usr/bin/podman network prune --force
#
# [08:16:40.609765821] # /usr/bin/podman volume rm -a -f
# [08:16:55.690300532] time="2024-05-28T08:16:50-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:16:55.692308175] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:17:15-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 88 podman run defaultenv
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:16:55.730586627] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:17:00.785004004] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:17:00.788183352] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:17:00.793790908] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:17:00.819302849] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:17:05.868903001] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:17:05.870889865] [ rc=125 ]
#
# [08:17:05.873431345] # /usr/bin/podman network prune --force
#
# [08:17:05.908358346] # /usr/bin/podman volume rm -a -f
# [08:17:20.982793753] time="2024-05-28T08:17:15-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:17:20.985320663] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:17:41-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 89 podman run - no /etc/hosts
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:17:21.040472773] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:17:26.101492839] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:17:26.105133873] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:17:26.111418117] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:17:26.140217536] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:17:31.190235502] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:17:31.192421968] [ rc=125 ]
#
# [08:17:31.194844836] # /usr/bin/podman network prune --force
#
# [08:17:31.228377371] # /usr/bin/podman volume rm -a -f
# [08:17:46.311690132] time="2024-05-28T08:17:41-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:17:46.313622915] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:18:06-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 90 podman run image with filesystem permission
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:17:46.353475435] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:17:51.411145031] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:17:51.414910595] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:17:51.421142738] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:17:51.452271615] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:17:56.503518686] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:17:56.505906524] [ rc=125 ]
#
# [08:17:56.507920428] # /usr/bin/podman network prune --force
#
# [08:17:56.536980720] # /usr/bin/podman volume rm -a -f
# [08:18:11.602106367] time="2024-05-28T08:18:06-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:18:11.604248152] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:18:31-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 91 podman run with log-opt option
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:18:11.661427545] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:18:16.711499073] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:18:16.714619679] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:18:16.721980767] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:18:16.751634285] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:18:21.803752196] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:18:21.805559448] [ rc=125 ]
#
# [08:18:21.807366419] # /usr/bin/podman network prune --force
#
# [08:18:21.834680071] # /usr/bin/podman volume rm -a -f
# [08:18:36.914354238] time="2024-05-28T08:18:31-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:18:36.916827557] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:18:57-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 92 podman run --kernel-memory warning
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:18:36.960550012] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:18:42.017546820] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:18:42.021280195] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:18:42.027795192] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:18:42.057415320] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:18:47.109737552] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:18:47.111393662] [ rc=125 ]
#
# [08:18:47.113156383] # /usr/bin/podman network prune --force
#
# [08:18:47.143048935] # /usr/bin/podman volume rm -a -f
# [08:19:02.216102714] time="2024-05-28T08:18:57-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:19:02.217976346] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:19:22-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 93 podman run update /etc/hosts
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:19:02.255869732] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:19:07.307491418] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:19:07.310739805] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:19:07.316461813] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:19:07.344941379] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:19:12.399337715] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:19:12.401607712] [ rc=125 ]
#
# [08:19:12.403918420] # /usr/bin/podman network prune --force
#
# [08:19:12.439697372] # /usr/bin/podman volume rm -a -f
# [08:19:27.514359041] time="2024-05-28T08:19:22-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:19:27.516396205] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:19:47-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 94 podman run doesn't override oom-score-adj
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:19:27.554800148] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:19:32.607496236] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:19:32.610618453] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:19:32.616108948] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:19:32.641840450] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:19:37.687459934] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:19:37.689569159] [ rc=125 ]
#
# [08:19:37.691842666] # /usr/bin/podman network prune --force
#
# [08:19:37.723087024] # /usr/bin/podman volume rm -a -f
# [08:19:52.804681185] time="2024-05-28T08:19:47-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:19:52.806489286] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:20:13-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 95 rootless podman clamps oom-score-adj if it is lower than the current one
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:19:52.847404848] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:19:57.896202580] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:19:57.899460597] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:19:57.905005463] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:19:57.930346291] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:20:02.982039588] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:20:02.984010011] [ rc=125 ]
#
# [08:20:02.985934924] # /usr/bin/podman network prune --force
#
# [08:20:03.018971903] # /usr/bin/podman volume rm -a -f
# [08:20:18.105234649] time="2024-05-28T08:20:13-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:20:18.107153682] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:20:38-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 96 podman top does not use nsenter from image
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:20:18.148114675] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:20:23.200511938] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:20:23.203646424] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:20:23.209256941] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:20:23.236513772] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:20:28.287464460] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:20:28.289370662] [ rc=125 ]
#
# [08:20:28.291328045] # /usr/bin/podman network prune --force
#
# [08:20:28.320856403] # /usr/bin/podman volume rm -a -f
# [08:20:43.395583406] time="2024-05-28T08:20:38-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:20:43.397567542] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:21:03-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 97 podman create --security-opt
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:20:43.437311169] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:20:48.503617534] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:20:48.506865507] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:20:48.512379988] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:20:48.539883046] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:20:53.590762712] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:20:53.593602989] [ rc=125 ]
#
# [08:20:53.595750356] # /usr/bin/podman network prune --force
#
# [08:20:53.630938844] # /usr/bin/podman volume rm -a -f
# [08:21:08.699423399] time="2024-05-28T08:21:03-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:21:08.701413945] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:21:28-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 98 podman run --device-read-bps
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:21:08.739105954] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:21:13.797660108] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:21:13.800843509] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:21:13.806319071] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:21:13.831876192] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:21:18.883433328] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:21:18.885785809] [ rc=125 ]
#
# [08:21:18.888216761] # /usr/bin/podman network prune --force
#
# [08:21:18.923610541] # /usr/bin/podman volume rm -a -f
# [08:21:33.991554143] time="2024-05-28T08:21:28-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:21:33.994003664] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:21:54-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 99 podman run failed --rm 
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:21:34.035179159] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:21:39.090161028] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:21:39.093964177] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:21:39.101024960] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:21:39.128092811] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:21:44.178620543] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:21:44.180947403] [ rc=125 ]
#
# [08:21:44.183427155] # /usr/bin/podman network prune --force
#
# [08:21:44.217569460] # /usr/bin/podman volume rm -a -f
# [08:21:59.300458425] time="2024-05-28T08:21:54-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:21:59.302205918] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:22:19-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 100 podman run --attach stdin prints container ID
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:21:59.340252612] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:22:04.389471947] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:22:04.392624238] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:22:04.398222521] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:22:04.422540947] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:22:09.470431366] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:22:09.472292080] [ rc=125 ]
#
# [08:22:09.474289146] # /usr/bin/podman network prune --force
#
# [08:22:09.505389600] # /usr/bin/podman volume rm -a -f
# [08:22:24.583436689] time="2024-05-28T08:22:19-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:22:24.585823120] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:22:44-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 101 podman run --privileged as root with systemd will not mount /dev/tty
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:22:24.627743985] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:22:29.689778687] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:22:29.693480994] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:22:29.699583714] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:22:29.731347967] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:22:34.786027772] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:22:34.788386192] [ rc=125 ]
#
# [08:22:34.791052157] # /usr/bin/podman network prune --force
#
# [08:22:34.825607206] # /usr/bin/podman volume rm -a -f
# [08:22:49.906487339] time="2024-05-28T08:22:44-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:22:49.908656027] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:23:10-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 102 podman run --privileged as rootless will not mount /dev/tty\d+
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:22:49.946129345] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:22:55.006153654] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:22:55.009570819] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:22:55.015162581] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:22:55.043025384] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:23:00.087503001] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:23:00.089433867] [ rc=125 ]
#
# [08:23:00.091248790] # /usr/bin/podman network prune --force
#
# [08:23:00.120849346] # /usr/bin/podman volume rm -a -f
# [08:23:15.196953524] time="2024-05-28T08:23:10-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:23:15.199274804] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:23:35-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 103 podman run --privileged as root with systemd mounts non-vt /dev/tty devices
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:23:15.241974369] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:23:20.300039327] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:23:20.303640583] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:23:20.309640691] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:23:20.336200536] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:23:25.387745855] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:23:25.390425130] [ rc=125 ]
#
# [08:23:25.392914702] # /usr/bin/podman network prune --force
#
# [08:23:25.425846030] # /usr/bin/podman volume rm -a -f
# [08:23:40.497910089] time="2024-05-28T08:23:35-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:23:40.500118147] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:24:00-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 104 podman run read-only from containers.conf
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:23:40.540263250] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:23:45.607235238] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:23:45.611744267] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:23:45.618035369] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:23:45.644909088] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:23:50.708127430] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:23:50.710274358] [ rc=125 ]
#
# [08:23:50.712743310] # /usr/bin/podman network prune --force
#
# [08:23:50.746805893] # /usr/bin/podman volume rm -a -f
# [08:24:05.834976461] time="2024-05-28T08:24:00-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:24:05.836975367] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:24:26-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 105 podman run ulimit from containers.conf
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:24:05.875140543] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:24:10.930725508] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:24:10.933897889] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:24:10.939444762] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:24:10.966967729] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:24:16.015201722] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:24:16.017207557] [ rc=125 ]
#
# [08:24:16.019226523] # /usr/bin/podman network prune --force
#
# [08:24:16.048967760] # /usr/bin/podman volume rm -a -f
# [08:24:31.113253852] time="2024-05-28T08:24:26-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:24:31.115011875] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:24:51-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 106 podman run ulimit with -1
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:24:31.155305299] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:24:36.212300014] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:24:36.215469935] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:24:36.221124628] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:24:36.245767249] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:24:41.294855689] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:24:41.296967896] [ rc=125 ]
#
# [08:24:41.299293416] # /usr/bin/podman network prune --force
#
# [08:24:41.333481761] # /usr/bin/podman volume rm -a -f
# [08:24:56.405138677] time="2024-05-28T08:24:51-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:24:56.406976862] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:25:16-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 107 podman run bad --name
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:24:56.452375282] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:25:01.517283371] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:25:01.521072649] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:25:01.527384119] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:25:01.556370634] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:25:06.611081912] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:25:06.612837744] [ rc=125 ]
#
# [08:25:06.614653997] # /usr/bin/podman network prune --force
#
# [08:25:06.644612394] # /usr/bin/podman volume rm -a -f
# [08:25:21.725824551] time="2024-05-28T08:25:16-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:25:21.728024078] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:25:42-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 108 podman run --net=host --cgroupns=host with read only cgroupfs
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:25:21.767648758] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:25:26.821980439] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:25:26.825644086] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:25:26.831752362] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:25:26.861629779] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:25:31.921170557] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:25:31.924168605] [ rc=125 ]
#
# [08:25:31.926625986] # /usr/bin/podman network prune --force
#
# [08:25:31.957156691] # /usr/bin/podman volume rm -a -f
# [08:25:47.033223221] time="2024-05-28T08:25:42-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:25:47.035144166] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:26:07-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 109 podman run - rootfs with idmapped mounts
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:25:47.073231126] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:25:52.132214626] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:25:52.135304725] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:25:52.141079788] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:25:52.166920714] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:25:57.213695691] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:25:57.215660806] [ rc=125 ]
#
# [08:25:57.217526959] # /usr/bin/podman network prune --force
#
# [08:25:57.246909700] # /usr/bin/podman volume rm -a -f
# [08:26:12.317864204] time="2024-05-28T08:26:07-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:26:12.320066992] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:26:32-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 110 podman run --restart=always -- wait
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:26:12.361727087] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:26:17.415611454] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:26:17.419195270] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:26:17.425134394] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:26:17.455588078] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:26:22.511628381] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:26:22.513476055] [ rc=125 ]
#
# [08:26:22.515445369] # /usr/bin/podman network prune --force
#
# [08:26:22.545982994] # /usr/bin/podman volume rm -a -f
# [08:26:37.616728028] time="2024-05-28T08:26:32-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:26:37.618719443] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:26:57-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 111 podman run - custom static_dir
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:26:37.656540980] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:26:42.710719631] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:26:42.714194704] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:26:42.719737014] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:26:42.748151933] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:26:47.812041165] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:26:47.814027600] [ rc=125 ]
#
# [08:26:47.816286879] # /usr/bin/podman network prune --force
#
# [08:26:47.854402599] # /usr/bin/podman volume rm -a -f
# [08:27:02.938655525] time="2024-05-28T08:26:57-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:27:02.940322636] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:27:23-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 112 podman --authfile=nonexistent-path
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:27:02.978418996] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:27:08.030444719] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:27:08.034113506] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:27:08.040188012] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:27:08.076489860] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:27:13.130004892] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:27:13.132569285] [ rc=125 ]
#
# [08:27:13.135038036] # /usr/bin/podman network prune --force
#
# [08:27:13.168293395] # /usr/bin/podman volume rm -a -f
# [08:27:28.249319191] time="2024-05-28T08:27:23-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:27:28.251430807] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:27:48-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 113 podman --syslog and environment passed to conmon
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:27:28.291276560] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:27:33.343338213] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:27:33.346469892] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:27:33.351977592] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:27:33.377404132] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:27:38.425364335] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:27:38.427294949] [ rc=125 ]
#
# [08:27:38.429230754] # /usr/bin/podman network prune --force
#
# [08:27:38.458737457] # /usr/bin/podman volume rm -a -f
# [08:27:53.524464837] time="2024-05-28T08:27:48-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:27:53.527464634] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:28:13-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 114 podman create container with conflicting name
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:27:53.568793246] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:27:58.619636056] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:27:58.623339383] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:27:58.629404300] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:27:58.660427481] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:28:03.713111341] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:28:03.715127937] [ rc=125 ]
#
# [08:28:03.717389635] # /usr/bin/podman network prune --force
#
# [08:28:03.750829707] # /usr/bin/podman volume rm -a -f
# [08:28:18.832001661] time="2024-05-28T08:28:13-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:28:18.833825663] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:28:39-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 115 podman run - /run must not be world-writable in systemd containers
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:28:18.876655924] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:28:23.933442228] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:28:23.936947322] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:28:23.943155480] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:28:23.971466647] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:28:29.021758878] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:28:29.023501400] [ rc=125 ]
#
# [08:28:29.025277133] # /usr/bin/podman network prune --force
#
# [08:28:29.055136609] # /usr/bin/podman volume rm -a -f
# [08:28:44.115061546] time="2024-05-28T08:28:39-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:28:44.117193183] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:29:04-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 116 podman run with mounts.conf missing
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:28:44.155768639] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:28:49.215262578] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:28:49.218976064] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:28:49.225368505] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:28:49.252799911] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:28:54.305065497] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:28:54.307142673] [ rc=125 ]
#
# [08:28:54.309297540] # /usr/bin/podman network prune --force
#
# [08:28:54.339895626] # /usr/bin/podman volume rm -a -f
# [08:29:09.415982087] time="2024-05-28T08:29:04-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:29:09.417887840] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:29:29-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 117 podman run - rm pod if container creation failed with -pod new:
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:29:09.458278480] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:29:14.511629280] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:29:14.515039153] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:29:14.520669353] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:29:14.548349783] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:29:19.600854192] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:29:19.602721716] [ rc=125 ]
#
# [08:29:19.604542009] # /usr/bin/podman network prune --force
#
# [08:29:19.633217621] # /usr/bin/podman volume rm -a -f
# [08:29:34.706919043] time="2024-05-28T08:29:29-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:29:34.709447735] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:29:54-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 118 podman run - no entrypoint
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:29:34.754420902] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:29:39.807329046] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:29:39.810529697] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:29:39.815988965] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:29:39.842090654] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:29:44.888128462] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:29:44.890232218] [ rc=125 ]
#
# [08:29:44.892104442] # /usr/bin/podman network prune --force
#
# [08:29:44.921686376] # /usr/bin/podman volume rm -a -f
# [08:29:59.991852051] time="2024-05-28T08:29:54-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:29:59.993531853] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:30:20-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 119 podman sigproxy test: run
# tags: distro-integration
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:30:00.076628180] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:30:05.127955944] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:30:05.131032913] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:30:05.136514472] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:30:05.165722750] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:30:10.220864273] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:30:10.223087991] [ rc=125 ]
#
# [08:30:10.225406120] # /usr/bin/podman network prune --force
#
# [08:30:10.256666775] # /usr/bin/podman volume rm -a -f
# [08:30:25.343603533] time="2024-05-28T08:30:20-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:30:25.345252713] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:30:45-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 120 podman sigproxy test: start
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:30:25.374896977] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:30:30.430586625] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:30:30.433679025] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:30:30.439184824] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:30:30.466357807] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:30:35.524434046] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:30:35.526458052] [ rc=125 ]
#
# [08:30:35.528620099] # /usr/bin/podman network prune --force
#
# [08:30:35.558524176] # /usr/bin/podman volume rm -a -f
# [08:30:50.643115475] time="2024-05-28T08:30:45-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:30:50.644848576] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:31:10-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 121 podman sigproxy test: attach
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:30:50.675818517] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:30:55.735778111] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:30:55.738799408] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:30:55.744254398] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:30:55.770138244] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:31:00.823537716] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:31:00.825349629] [ rc=125 ]
#
# [08:31:00.827219913] # /usr/bin/podman network prune --force
#
# [08:31:00.857699266] # /usr/bin/podman volume rm -a -f
# [08:31:15.928094607] time="2024-05-28T08:31:10-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:31:15.930233794] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:31:36-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 122 podman logs - basic test
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:31:16.094546425] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:31:21.152925617] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:31:21.156161168] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:31:21.161627897] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:31:21.185549449] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:31:26.241410541] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:31:26.243342404] [ rc=125 ]
#
# [08:31:26.245313929] # /usr/bin/podman network prune --force
#
# [08:31:26.274744561] # /usr/bin/podman volume rm -a -f
# [08:31:41.363261528] time="2024-05-28T08:31:36-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:31:41.365098262] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:32:01-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 123 podman logs - tail test, k8s-file
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:31:41.396206434] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:31:46.451445688] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:31:46.454531807] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:31:46.459905575] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:31:46.488281722] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:31:51.536515109] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:31:51.539249214] [ rc=125 ]
#
# [08:31:51.542173061] # /usr/bin/podman network prune --force
#
# [08:31:51.572891558] # /usr/bin/podman volume rm -a -f
# [08:32:06.655256348] time="2024-05-28T08:32:01-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:32:06.657651158] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:32:26-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 124 podman logs - tail test, journald
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:32:06.692976464] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:32:11.752524131] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:32:11.755304877] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:32:11.760603174] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:32:11.788102790] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:32:16.838566906] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:32:16.840201636] [ rc=125 ]
#
# [08:32:16.841894038] # /usr/bin/podman network prune --force
#
# [08:32:16.871600223] # /usr/bin/podman volume rm -a -f
# [08:32:31.931568152] time="2024-05-28T08:32:26-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:32:31.933188113] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:32:52-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 125 podman logs - multi k8s-file
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:32:31.964176024] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:32:37.013896210] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:32:37.017909810] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:32:37.023800924] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:32:37.053446668] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:32:42.104633131] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:32:42.106934830] [ rc=125 ]
#
# [08:32:42.109076087] # /usr/bin/podman network prune --force
#
# [08:32:42.141158222] # /usr/bin/podman volume rm -a -f
# [08:32:57.220168812] time="2024-05-28T08:32:52-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:32:57.221886014] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:33:17-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 126 podman logs - multi journald
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:32:57.252480490] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:33:02.311141757] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:33:02.314184365] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:33:02.319688265] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:33:02.347863671] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:33:07.403329877] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:33:07.405180191] [ rc=125 ]
#
# [08:33:07.407328908] # /usr/bin/podman network prune --force
#
# [08:33:07.437649149] # /usr/bin/podman volume rm -a -f
# [08:33:22.510123286] time="2024-05-28T08:33:17-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:33:22.511881108] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:33:42-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 127 podman logs restarted - k8s-file
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:33:22.544784013] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:33:27.597216761] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:33:27.600222559] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:33:27.605667247] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:33:27.631716516] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:33:32.677299409] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:33:32.679535697] [ rc=125 ]
#
# [08:33:32.681841536] # /usr/bin/podman network prune --force
#
# [08:33:32.713571577] # /usr/bin/podman volume rm -a -f
# [08:33:47.788894042] time="2024-05-28T08:33:42-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:33:47.790786756] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:34:08-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 128 podman logs restarted journald
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:33:47.821972059] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:33:52.881522116] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:33:52.885142892] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:33:52.891220111] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:33:52.919679949] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:33:57.969411895] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:33:57.971245959] [ rc=125 ]
#
# [08:33:57.973125812] # /usr/bin/podman network prune --force
#
# [08:33:58.006894879] # /usr/bin/podman volume rm -a -f
# [08:34:13.082750060] time="2024-05-28T08:34:08-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:34:13.084448873] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:34:33-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 129 podman logs - journald log driver requires journald events backend
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:34:13.117233115] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:34:18.175132680] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:34:18.178161939] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:34:18.183677341] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:34:18.209249150] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:34:23.261426243] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:34:23.263004024] [ rc=125 ]
#
# [08:34:23.264724067] # /usr/bin/podman network prune --force
#
# [08:34:23.291111328] # /usr/bin/podman volume rm -a -f
# [08:34:38.360780908] time="2024-05-28T08:34:33-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:34:38.362496530] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:34:58-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 130 podman logs - since k8s-file
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:34:38.396816773] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:34:43.455269297] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:34:43.458853844] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:34:43.464929422] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:34:43.496108316] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:34:48.554452674] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:34:48.557239691] [ rc=125 ]
#
# [08:34:48.560026967] # /usr/bin/podman network prune --force
#
# [08:34:48.592184502] # /usr/bin/podman volume rm -a -f
# [08:35:03.675305227] time="2024-05-28T08:34:58-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:35:03.677129871] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:35:23-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 131 podman logs - since journald
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:35:03.708379765] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:35:08.765764623] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:35:08.768895213] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:35:08.774375484] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:35:08.800763196] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:35:13.855615011] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:35:13.857787859] [ rc=125 ]
#
# [08:35:13.860126150] # /usr/bin/podman network prune --force
#
# [08:35:13.899027843] # /usr/bin/podman volume rm -a -f
# [08:35:28.973737412] time="2024-05-28T08:35:23-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:35:28.975634077] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:35:49-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 132 podman logs - until k8s-file
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:35:29.006010540] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:35:34.057001977] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:35:34.060422761] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:35:34.066201605] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:35:34.097498031] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:35:39.159049970] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:35:39.161328190] [ rc=125 ]
#
# [08:35:39.163079463] # /usr/bin/podman network prune --force
#
# [08:35:39.192667695] # /usr/bin/podman volume rm -a -f
# [08:35:54.268679826] time="2024-05-28T08:35:49-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:35:54.270767103] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:36:14-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 133 podman logs - until journald
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:35:54.302474383] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:35:59.353816313] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:35:59.357047674] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:35:59.362413874] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:35:59.388035975] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:36:04.442230244] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:36:04.443959467] [ rc=125 ]
#
# [08:36:04.445545558] # /usr/bin/podman network prune --force
#
# [08:36:04.473059473] # /usr/bin/podman volume rm -a -f
# [08:36:19.548400286] time="2024-05-28T08:36:14-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:36:19.551043630] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:36:39-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 134 podman logs - --follow k8s-file
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:36:19.584532403] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:36:24.647673819] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:36:24.651113123] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:36:24.657150032] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:36:24.686827855] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:36:29.744286779] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:36:29.745988911] [ rc=125 ]
#
# [08:36:29.747923357] # /usr/bin/podman network prune --force
#
# [08:36:29.777154994] # /usr/bin/podman volume rm -a -f
# [08:36:44.842765403] time="2024-05-28T08:36:39-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:36:44.844582216] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:37:05-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 135 podman logs - --follow journald
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:36:44.879236324] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:36:49.939084772] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:36:49.942331645] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:36:49.947799935] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:36:49.972816939] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:36:55.017259901] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:36:55.018962973] [ rc=125 ]
#
# [08:36:55.020627475] # /usr/bin/podman network prune --force
#
# [08:36:55.047341340] # /usr/bin/podman volume rm -a -f
# [08:37:10.110960894] time="2024-05-28T08:37:05-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:37:10.112676236] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:37:30-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 136 podman logs - --since --follow k8s-file
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:37:10.143401673] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:37:15.195615644] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:37:15.199526994] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:37:15.208347099] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:37:15.236089467] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:37:20.283965257] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:37:20.285723780] [ rc=125 ]
#
# [08:37:20.287656045] # /usr/bin/podman network prune --force
#
# [08:37:20.316785961] # /usr/bin/podman volume rm -a -f
# [08:37:35.387215822] time="2024-05-28T08:37:30-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:37:35.389197718] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:37:55-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 137 podman logs - --since --follow journald
# tags: distro-integration
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:37:35.431543105] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:37:40.479209742] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:37:40.482238581] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:37:40.487660260] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:37:40.514340756] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:37:45.559013032] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:37:45.560619343] [ rc=125 ]
#
# [08:37:45.562345125] # /usr/bin/podman network prune --force
#
# [08:37:45.591064497] # /usr/bin/podman volume rm -a -f
# [08:38:00.665849363] time="2024-05-28T08:37:55-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:38:00.668125443] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:38:20-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 138 podman logs - --until --follow k8s-file
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:38:00.699307786] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:38:05.746294290] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:38:05.751010181] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:38:05.756903277] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:38:05.789481958] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:38:10.846263156] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:38:10.847995178] [ rc=125 ]
#
# [08:38:10.849793222] # /usr/bin/podman network prune --force
#
# [08:38:10.876800221] # /usr/bin/podman volume rm -a -f
# [08:38:25.944958029] time="2024-05-28T08:38:20-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:38:25.946654840] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:38:46-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 139 podman logs - --until --follow journald
# tags: distro-integration
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:38:25.979333072] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:38:31.046556485] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:38:31.050359684] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:38:31.056378512] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:38:31.088203113] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:38:36.142621913] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:38:36.144826732] [ rc=125 ]
#
# [08:38:36.147199252] # /usr/bin/podman network prune --force
#
# [08:38:36.179681113] # /usr/bin/podman volume rm -a -f
# [08:38:51.254914769] time="2024-05-28T08:38:46-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:38:51.256803363] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:39:11-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 140 podman logs --tail, k8s-file with partial lines
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:38:51.287932956] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:38:56.347659573] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:38:56.351073897] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:38:56.357507740] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:38:56.385301670] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:39:01.436859823] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:39:01.438717067] [ rc=125 ]
#
# [08:39:01.440599362] # /usr/bin/podman network prune --force
#
# [08:39:01.470959875] # /usr/bin/podman volume rm -a -f
# [08:39:16.552539895] time="2024-05-28T08:39:11-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:39:16.554195436] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:39:36-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 141 podman container runlabel test
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:39:16.631732528] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:39:21.689939748] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:39:21.693281941] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:39:21.699028995] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:39:21.727971659] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:39:26.787287862] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:39:26.789517780] [ rc=125 ]
#
# [08:39:26.792201246] # /usr/bin/podman network prune --force
#
# [08:39:26.828543195] # /usr/bin/podman volume rm -a -f
# [08:39:41.909119879] time="2024-05-28T08:39:36-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:39:41.910946663] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:40:02-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 142 podman ps - basic tests
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:39:42.016019272] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:39:47.079543750] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:39:47.083064887] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:39:47.088982322] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:39:47.118646576] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:39:52.168348594] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:39:52.170766856] [ rc=125 ]
#
# [08:39:52.173267238] # /usr/bin/podman network prune --force
#
# [08:39:52.218267869] # /usr/bin/podman volume rm -a -f
# [08:40:07.295531617] time="2024-05-28T08:40:02-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:40:07.297174487] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:40:27-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 143 podman ps --filter
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:40:07.326743700] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:40:12.381912220] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:40:12.385702009] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:40:12.391556725] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:40:12.421835136] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:40:17.475533357] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:40:17.477309880] [ rc=125 ]
#
# [08:40:17.479204665] # /usr/bin/podman network prune --force
#
# [08:40:17.510757722] # /usr/bin/podman volume rm -a -f
# [08:40:32.588066544] time="2024-05-28T08:40:27-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:40:32.589719084] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:40:52-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 144 podman ps --external
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:40:32.625093922] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:40:37.690714509] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:40:37.693801080] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:40:37.699210699] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:40:37.728076542] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:40:42.776640478] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:40:42.779423623] [ rc=125 ]
#
# [08:40:42.781977246] # /usr/bin/podman network prune --force
#
# [08:40:42.819461011] # /usr/bin/podman volume rm -a -f
# [08:40:57.911616906] time="2024-05-28T08:40:52-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:40:57.913758714] [ rc=125 ]
cd ~; echo qL7Vy-$?-
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:41:18-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 145 podman ps --format label
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:40:57.947286108] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:41:03.010133675] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:41:03.013173375] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:41:03.018701436] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:41:03.045039856] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:41:08.090967735] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:41:08.092819659] [ rc=125 ]
#
# [08:41:08.094629253] # /usr/bin/podman network prune --force
#
# [08:41:08.123749769] # /usr/bin/podman volume rm -a -f
# [08:41:23.211987797] time="2024-05-28T08:41:18-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:41:23.214001173] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:41:43-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 146 podman pod ps --format label
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:41:23.243257831] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:41:28.302989279] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:41:28.306476705] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:41:28.311931315] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:41:28.340114559] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:41:33.381613185] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:41:33.383522060] [ rc=125 ]
#
# [08:41:33.385473515] # /usr/bin/podman network prune --force
#
# [08:41:33.416395525] # /usr/bin/podman volume rm -a -f
# [08:41:48.498476596] time="2024-05-28T08:41:43-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:41:48.500505502] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [teardown] # podman volume rm -a -f
# time="2024-05-28T08:42:08-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL" Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
not ok 147 podman ps --format PodName
# (from function `bail-now' in file test/system/helpers.bash, line 227,
#  from function `die' in file test/system/helpers.bash, line 813,
#  from function `run_podman' in file test/system/helpers.bash, line 423,
#  from function `basic_setup' in file test/system/helpers.bash, line 142,
#  from function `setup' in test file test/system/helpers.bash, line 295)
#   `basic_setup' failed
#
# [08:41:48.531194559] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:41:53.586168052] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:41:53.589198371] [ rc=125 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 125; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
# # [teardown]
#
# [08:41:53.594735073] # /usr/bin/podman pod rm -t 0 --all --force --ignore
#
# [08:41:53.620721468] # /usr/bin/podman rm -t 0 --all --force --ignore
# [08:41:58.666874119] Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:41:58.668476849] [ rc=125 ]
#
# [08:41:58.670186102] # /usr/bin/podman network prune --force
#
# [08:41:58.700946519] # /usr/bin/podman volume rm -a -f
# [08:42:13.773726500] time="2024-05-28T08:42:08-04:00" level=warning msg="StopSignal SIGTERM failed to stop container reg in 10 seconds, resorting to SIGKILL"
# Error: removing container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 that depends on volume ec3942a6d71ddef60bfaf8687218a777823769f64d1dfa87bc29894b65944bc7: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout
# [08:42:13.775455081] [ rc=125 ]
# [teardown] # podman rm -t 0 --all --force --ignore
# Error: cannot remove container adcb253f222235e3fafae90ab05c0335b0e5e1b62bb0f9a9a9f6f7034de6e663 as it could not be stopped: given PID did not die within timeout


susetest login: root

Password: 
Last login: Tue May 28 02:37:58 EDT 2024 on hvc0
Have a lot of fun...
[1msusetest:~ #[m(B export TERM=dumb; stty cols 2048; exec $SHELL
susetest:~ # PS1="# "
# export TERM=dumb; echo Gi8yV-$?-
Gi8yV-0-
# echo Logged into $(tty); echo 1XrKo-$?-
Logged into /dev/hvc0
1XrKo-0-
# which bats; echo d3J0P-$?-
which: no bats in (/sbin:/usr/sbin:/usr/local/sbin:/root/bin:/usr/local/bin:/usr/bin:/bin)
d3J0P-1-
# timeout  300 curl -sL https://github.com/bats-core/bats-core/archive/refs/tags/v1.11.0.tar.gz | tar -zxf -; echo EPUlL-$?-
EPUlL-0-
# cd bats-core-1.11.0; echo 2GxhO-$?-
2GxhO-0-
# bash ./install.sh /usr/local; echo rMnnk-$?-
Installed Bats to /usr/local/bin/bats
rMnnk-0-
# mkdir -m 0750 /etc/sudoers.d/; echo 2Suhl-$?-
mkdir: cannot create directory ‘/etc/sudoers.d/’: File exists
2Suhl-1-
# echo 'Defaults secure_path="/usr/sbin:/usr/bin:/sbin:/bin:/usr/local/bin"' > /etc/sudoers.d/usrlocal; echo Qtff8-$?-
Qtff8-0-
# rpm -q git-core glibc-devel-static go iptables jq libseccomp-devel make runc criu; echo jQjQB-$?-
package git-core is not installed
package glibc-devel-static is not installed
package go is not installed
package iptables is not installed
package jq is not installed
package libseccomp-devel is not installed
package make is not installed
package runc is not installed
package criu is not installed
jQjQB-9-
# zypper -n in git-core glibc-devel-static go iptables jq libseccomp-devel make runc criu | cat; ( exit ${PIPESTATUS[0]} ); echo GugBY-$?-
Loading repository data...
Reading installed packages...
Resolving package dependencies...

The following 2 recommended packages were automatically selected:
  criu go-doc

The following 45 NEW packages are going to be installed:
  binutils cpp cpp13 criu gcc gcc13 git-core glibc-devel glibc-devel-static go go-doc go-race go1.21 go1.21-doc go1.21-race iptables jq libasan8 libatomic1 libctf-nobfd0 libctf0 libgomp1 libhwasan0 libip4tc2 libip6tc2 libisl23 libitm1 libjq1 liblsan0 libmpc3 libnet9 libonig5 libseccomp-devel libsha1detectcoll1 libtsan2 libubsan1 libxcrypt-devel libxcrypt-devel-static linux-glibc-devel make python311-ipaddr python311-protobuf runc site-config xtables-plugins

45 new packages to install.
Overall download size: 114.4 MiB. Already cached: 0 B. After the operation, additional 459.1 MiB will be used.

Backend:  classic_rpmtrans
Continue? [y/n/v/...? shows all options] (y): y
Retrieving: go1.21-doc-1.21.10-1.1.x86_64 (OSS) (1/45), 141.0 KiB    
Retrieving: go1.21-doc-1.21.10-1.1.x86_64.rpm [.done]
Retrieving: libasan8-14.1.0+git10173-1.1.x86_64 (OSS) (2/45), 478.1 KiB    
Retrieving: libasan8-14.1.0+git10173-1.1.x86_64.rpm [.done]
Retrieving: libatomic1-14.1.0+git10173-1.1.x86_64 (OSS) (3/45),  22.9 KiB    
Retrieving: libatomic1-14.1.0+git10173-1.1.x86_64.rpm [.done]
Retrieving: libctf-nobfd0-2.42-3.1.x86_64 (OSS) (4/45), 131.5 KiB    
Retrieving: libctf-nobfd0-2.42-3.1.x86_64.rpm [.done]
Retrieving: libgomp1-14.1.0+git10173-1.1.x86_64 (OSS) (5/45), 193.5 KiB    
Retrieving: libgomp1-14.1.0+git10173-1.1.x86_64.rpm [.done]
Retrieving: libhwasan0-14.1.0+git10173-1.1.x86_64 (OSS) (6/45), 250.1 KiB    
Retrieving: libhwasan0-14.1.0+git10173-1.1.x86_64.rpm [.done]
Retrieving: libip4tc2-1.8.10-2.3.x86_64 (OSS) (7/45),  23.5 KiB    
Retrieving: libip4tc2-1.8.10-2.3.x86_64.rpm [.done]
Retrieving: libip6tc2-1.8.10-2.3.x86_64 (OSS) (8/45),  23.8 KiB    
Retrieving: libip6tc2-1.8.10-2.3.x86_64.rpm [.done]
Retrieving: libisl23-0.26-1.7.x86_64 (OSS) (9/45), 690.9 KiB    
Retrieving: libisl23-0.26-1.7.x86_64.rpm [.done]
Retrieving: libitm1-14.1.0+git10173-1.1.x86_64 (OSS) (10/45),  40.9 KiB    
Retrieving: libitm1-14.1.0+git10173-1.1.x86_64.rpm [.done]
Retrieving: liblsan0-14.1.0+git10173-1.1.x86_64 (OSS) (11/45), 207.6 KiB    
Retrieving: liblsan0-14.1.0+git10173-1.1.x86_64.rpm [.done]
Retrieving: libmpc3-1.3.1-1.8.x86_64 (OSS) (12/45),  65.4 KiB    
Retrieving: libmpc3-1.3.1-1.8.x86_64.rpm [.done]
Retrieving: libnet9-1.3-1.3.x86_64 (OSS) (13/45),  50.4 KiB    
Retrieving: libnet9-1.3-1.3.x86_64.rpm [.done]
Retrieving: libonig5-6.9.9-1.3.x86_64 (OSS) (14/45), 180.9 KiB    
Retrieving: libonig5-6.9.9-1.3.x86_64.rpm [.done]
Retrieving: libseccomp-devel-2.5.5-1.3.x86_64 (OSS) (15/45),  49.1 KiB    
Retrieving: libseccomp-devel-2.5.5-1.3.x86_64.rpm [.done]
Retrieving: libsha1detectcoll1-1.0.3-5.1.x86_64 (OSS) (16/45),  25.4 KiB    
Retrieving: libsha1detectcoll1-1.0.3-5.1.x86_64.rpm [.done]
Retrieving: libtsan2-14.1.0+git10173-1.1.x86_64 (OSS) (17/45), 415.9 KiB    
Retrieving: libtsan2-14.1.0+git10173-1.1.x86_64.rpm [.done]
Retrieving: libubsan1-14.1.0+git10173-1.1.x86_64 (OSS) (18/45), 191.0 KiB    
Retrieving: libubsan1-14.1.0+git10173-1.1.x86_64.rpm [.done]
Retrieving: libxcrypt-devel-4.4.36-1.6.x86_64 (OSS) (19/45),  34.3 KiB    
Retrieving: libxcrypt-devel-4.4.36-1.6.x86_64.rpm [.done]
Retrieving: linux-glibc-devel-6.9-1.1.x86_64 (OSS) (20/45),   1.3 MiB    
Retrieving: linux-glibc-devel-6.9-1.1.x86_64.rpm [.done]
Retrieving: make-4.4.1-3.1.x86_64 (OSS) (21/45), 322.8 KiB    
Retrieving: make-4.4.1-3.1.x86_64.rpm [.done]
Retrieving: python311-ipaddr-2.2.0-1.24.noarch (OSS) (22/45),  45.0 KiB    
Retrieving: python311-ipaddr-2.2.0-1.24.noarch.rpm [.done]
Retrieving: python311-protobuf-4.25.3-11.2.noarch (OSS) (23/45), 341.3 KiB    
Retrieving: python311-protobuf-4.25.3-11.2.noarch.rpm [.done]
Retrieving: site-config-0.2-14.6.x86_64 (OSS) (24/45),  17.2 KiB    
Retrieving: site-config-0.2-14.6.x86_64.rpm [.done]
Retrieving: xtables-plugins-1.8.10-2.3.x86_64 (OSS) (25/45), 242.4 KiB    
Retrieving: xtables-plugins-1.8.10-2.3.x86_64.rpm [.done]
Retrieving: libctf0-2.42-3.1.x86_64 (OSS) (26/45), 131.3 KiB    
Retrieving: libctf0-2.42-3.1.x86_64.rpm [.done]
Retrieving: binutils-2.42-3.1.x86_64 (OSS) (27/45),   7.7 MiB    
Retrieving: binutils-2.42-3.1.x86_64.rpm [.done]
Retrieving: cpp13-13.3.0+git8781-1.1.x86_64 (OSS) (28/45),  10.4 MiB    
Retrieving: cpp13-13.3.0+git8781-1.1.x86_64.rpm [....done (10.4 MiB/s)]
Retrieving: libjq1-1.7.1-1.3.x86_64 (OSS) (29/45), 145.4 KiB    
Retrieving: libjq1-1.7.1-1.3.x86_64.rpm [.done]
Retrieving: git-core-2.45.1-1.1.x86_64 (OSS) (30/45),   5.6 MiB    
Retrieving: git-core-2.45.1-1.1.x86_64.rpm [.done]
Retrieving: glibc-devel-2.39-7.1.x86_64 (OSS) (31/45), 613.7 KiB    
Retrieving: glibc-devel-2.39-7.1.x86_64.rpm [.done]
Retrieving: criu-3.19-1.5.x86_64 (OSS) (32/45), 703.9 KiB    
Retrieving: criu-3.19-1.5.x86_64.rpm [.done]
Retrieving: iptables-1.8.10-2.3.x86_64 (OSS) (33/45), 229.7 KiB    
Retrieving: iptables-1.8.10-2.3.x86_64.rpm [.done]
Retrieving: cpp-13-2.2.x86_64 (OSS) (34/45),   9.3 KiB    
Retrieving: cpp-13-2.2.x86_64.rpm [.done]
Retrieving: jq-1.7.1-1.3.x86_64 (OSS) (35/45),  81.7 KiB    
Retrieving: jq-1.7.1-1.3.x86_64.rpm [.done]
Retrieving: glibc-devel-static-2.39-7.1.x86_64 (OSS) (36/45),   9.4 MiB    
Retrieving: glibc-devel-static-2.39-7.1.x86_64.rpm [....done (6.0 MiB/s)]
Retrieving: libxcrypt-devel-static-4.4.36-1.6.x86_64 (OSS) (37/45), 343.0 KiB    
Retrieving: libxcrypt-devel-static-4.4.36-1.6.x86_64.rpm [.done]
Retrieving: gcc13-13.3.0+git8781-1.1.x86_64 (OSS) (38/45),  34.6 MiB    
Retrieving: gcc13-13.3.0+git8781-1.1.x86_64.rpm [...done (30.9 MiB/s)]
Retrieving: runc-1.2.0~rc1-1.1.x86_64 (OSS) (39/45),   3.2 MiB    
Retrieving: runc-1.2.0~rc1-1.1.x86_64.rpm [.done]
Retrieving: gcc-13-2.2.x86_64 (OSS) (40/45),  10.3 KiB    
Retrieving: gcc-13-2.2.x86_64.rpm [.done]
Retrieving: go1.21-1.21.10-1.1.x86_64 (OSS) (41/45),  35.7 MiB    
Retrieving: go1.21-1.21.10-1.1.x86_64.rpm [....done (20.8 MiB/s)]
Retrieving: go1.21-race-1.21.10-1.1.x86_64 (OSS) (42/45), 194.7 KiB    
Retrieving: go1.21-race-1.21.10-1.1.x86_64.rpm [.done]
Retrieving: go-1.21-1.3.x86_64 (OSS) (43/45),  10.6 KiB    
Retrieving: go-1.21-1.3.x86_64.rpm [.done]
Retrieving: go-doc-1.21-1.3.x86_64 (OSS) (44/45),  10.3 KiB    
Retrieving: go-doc-1.21-1.3.x86_64.rpm [.done]
Retrieving: go-race-1.21-1.3.x86_64 (OSS) (45/45),  10.4 KiB    
Retrieving: go-race-1.21-1.3.x86_64.rpm [.done]

Checking for file conflicts: [........done]
( 1/45) Installing: go1.21-doc-1.21.10-1.1.x86_64 [..done]
( 2/45) Installing: libasan8-14.1.0+git10173-1.1.x86_64 [..done]
( 3/45) Installing: libatomic1-14.1.0+git10173-1.1.x86_64 [..done]
( 4/45) Installing: libctf-nobfd0-2.42-3.1.x86_64 [..done]
( 5/45) Installing: libgomp1-14.1.0+git10173-1.1.x86_64 [..done]
( 6/45) Installing: libhwasan0-14.1.0+git10173-1.1.x86_64 [..done]
( 7/45) Installing: libip4tc2-1.8.10-2.3.x86_64 [..done]
( 8/45) Installing: libip6tc2-1.8.10-2.3.x86_64 [..done]
( 9/45) Installing: libisl23-0.26-1.7.x86_64 [..done]
(10/45) Installing: libitm1-14.1.0+git10173-1.1.x86_64 [..done]
(11/45) Installing: liblsan0-14.1.0+git10173-1.1.x86_64 [..done]
(12/45) Installing: libmpc3-1.3.1-1.8.x86_64 [..done]
(13/45) Installing: libnet9-1.3-1.3.x86_64 [..done]
(14/45) Installing: libonig5-6.9.9-1.3.x86_64 [..done]
(15/45) Installing: libseccomp-devel-2.5.5-1.3.x86_64 [..done]
(16/45) Installing: libsha1detectcoll1-1.0.3-5.1.x86_64 [..done]
(17/45) Installing: libtsan2-14.1.0+git10173-1.1.x86_64 [..done]
(18/45) Installing: libubsan1-14.1.0+git10173-1.1.x86_64 [..done]
(19/45) Installing: libxcrypt-devel-4.4.36-1.6.x86_64 [..done]
(20/45) Installing: linux-glibc-devel-6.9-1.1.x86_64 [...done]
(21/45) Installing: make-4.4.1-3.1.x86_64 [..done]
(22/45) Installing: python311-ipaddr-2.2.0-1.24.noarch [..done]
(23/45) Installing: python311-protobuf-4.25.3-11.2.noarch [..done]
(24/45) Installing: site-config-0.2-14.6.x86_64 [..done]
(25/45) Installing: xtables-plugins-1.8.10-2.3.x86_64 [..done]
(26/45) Installing: libctf0-2.42-3.1.x86_64 [..done]
(27/45) Installing: binutils-2.42-3.1.x86_64 [......
update-alternatives: using /usr/bin/ld.bfd to provide /usr/bin/ld (ld) in auto mode
done]
(28/45) Installing: cpp13-13.3.0+git8781-1.1.x86_64 [....done]
(29/45) Installing: libjq1-1.7.1-1.3.x86_64 [..done]
(30/45) Installing: git-core-2.45.1-1.1.x86_64 [...done]
(31/45) Installing: glibc-devel-2.39-7.1.x86_64 [..done]
(32/45) Installing: criu-3.19-1.5.x86_64 [..done]
(33/45) Installing: iptables-1.8.10-2.3.x86_64 [..done]
(34/45) Installing: cpp-13-2.2.x86_64 [..done]
(35/45) Installing: jq-1.7.1-1.3.x86_64 [..done]
(36/45) Installing: glibc-devel-static-2.39-7.1.x86_64 [...done]
(37/45) Installing: libxcrypt-devel-static-4.4.36-1.6.x86_64 [..done]
(38/45) Installing: gcc13-13.3.0+git8781-1.1.x86_64 [........done]
(39/45) Installing: runc-1.2.0~rc1-1.1.x86_64 [..done]
(40/45) Installing: gcc-13-2.2.x86_64 [..done]
(41/45) Installing: go1.21-1.21.10-1.1.x86_64 [..................
update-alternatives: using /usr/lib64/go/1.21/bin/go to provide /usr/bin/go (go) in auto mode
done]
(42/45) Installing: go1.21-race-1.21.10-1.1.x86_64 [..done]
(43/45) Installing: go-1.21-1.3.x86_64 [..done]
(44/45) Installing: go-doc-1.21-1.3.x86_64 [..done]
(45/45) Installing: go-race-1.21-1.3.x86_64 [..done]
Running post-transaction scripts [....done]
GugBY-0-
# test -f /etc/systemd/system/user@.service.d/60-delegate.conf; echo S3cp1-$?-
S3cp1-1-
# mkdir /etc/systemd/system/user@.service.d/; echo gi~ty-$?-
gi~ty-0-
# echo -e "[Service]\nDelegate=cpu cpuset io memory pids" > /etc/systemd/system/user@.service.d/60-delegate.conf; echo SRlql-$?-
SRlql-0-
# systemctl --no-pager daemon-reload; echo hOyxE-$?-
hOyxE-0-
# ls /sys/fs/cgroup/cgroup.controllers; echo kjwUb-$?-
/sys/fs/cgroup/cgroup.controllers
kjwUb-0-
# cat > /tmp/scriptMEYIC.sh << 'EOT_MEYIC'; echo MEYIC-$?-
> runc --version
> EOT_MEYIC
MEYIC-0-
# echo MEYIC; bash -oe pipefail /tmp/scriptMEYIC.sh ; echo SCRIPT_FINISHEDMEYIC-$?-
MEYIC
runc version 1.2.0-rc.1
commit: v1.2.0-rc.1-0-g275e6d85f78a
spec: 1.2.0
go: go1.21.9
libseccomp: 2.5.5
SCRIPT_FINISHEDMEYIC-0-
# cat > /tmp/scriptT7oA4.sh << 'EOT_T7oA4'; echo T7oA4-$?-
> runc features
> EOT_T7oA4
T7oA4-0-
# echo T7oA4; bash -oe pipefail /tmp/scriptT7oA4.sh ; echo SCRIPT_FINISHEDT7oA4-$?-
T7oA4
{
    "ociVersionMin": "1.0.0",
    "ociVersionMax": "1.2.0",
    "hooks": [
        "prestart",
        "createRuntime",
        "createContainer",
        "startContainer",
        "poststart",
        "poststop"
    ],
    "mountOptions": [
        "async",
        "atime",
        "bind",
        "defaults",
        "dev",
        "diratime",
        "dirsync",
        "exec",
        "iversion",
        "lazytime",
        "loud",
        "mand",
        "noatime",
        "nodev",
        "nodiratime",
        "noexec",
        "noiversion",
        "nolazytime",
        "nomand",
        "norelatime",
        "nostrictatime",
        "nosuid",
        "nosymfollow",
        "private",
        "ratime",
        "rbind",
        "rdev",
        "rdiratime",
        "relatime",
        "remount",
        "rexec",
        "rnoatime",
        "rnodev",
        "rnodiratime",
        "rnoexec",
        "rnorelatime",
        "rnostrictatime",
        "rnosuid",
        "rnosymfollow",
        "ro",
        "rprivate",
        "rrelatime",
        "rro",
        "rrw",
        "rshared",
        "rslave",
        "rstrictatime",
        "rsuid",
        "rsymfollow",
        "runbindable",
        "rw",
        "shared",
        "silent",
        "slave",
        "strictatime",
        "suid",
        "symfollow",
        "sync",
        "tmpcopyup",
        "unbindable"
    ],
    "linux": {
        "namespaces": [
            "cgroup",
            "ipc",
            "mount",
            "network",
            "pid",
            "time",
            "user",
            "uts"
        ],
        "capabilities": [
            "CAP_CHOWN",
            "CAP_DAC_OVERRIDE",
            "CAP_DAC_READ_SEARCH",
            "CAP_FOWNER",
            "CAP_FSETID",
            "CAP_KILL",
            "CAP_SETGID",
            "CAP_SETUID",
            "CAP_SETPCAP",
            "CAP_LINUX_IMMUTABLE",
            "CAP_NET_BIND_SERVICE",
            "CAP_NET_BROADCAST",
            "CAP_NET_ADMIN",
            "CAP_NET_RAW",
            "CAP_IPC_LOCK",
            "CAP_IPC_OWNER",
            "CAP_SYS_MODULE",
            "CAP_SYS_RAWIO",
            "CAP_SYS_CHROOT",
            "CAP_SYS_PTRACE",
            "CAP_SYS_PACCT",
            "CAP_SYS_ADMIN",
            "CAP_SYS_BOOT",
            "CAP_SYS_NICE",
            "CAP_SYS_RESOURCE",
            "CAP_SYS_TIME",
            "CAP_SYS_TTY_CONFIG",
            "CAP_MKNOD",
            "CAP_LEASE",
            "CAP_AUDIT_WRITE",
            "CAP_AUDIT_CONTROL",
            "CAP_SETFCAP",
            "CAP_MAC_OVERRIDE",
            "CAP_MAC_ADMIN",
            "CAP_SYSLOG",
            "CAP_WAKE_ALARM",
            "CAP_BLOCK_SUSPEND",
            "CAP_AUDIT_READ",
            "CAP_PERFMON",
            "CAP_BPF",
            "CAP_CHECKPOINT_RESTORE"
        ],
        "cgroup": {
            "v1": true,
            "v2": true,
            "systemd": true,
            "systemdUser": true,
            "rdma": true
        },
        "seccomp": {
            "enabled": true,
            "actions": [
                "SCMP_ACT_ALLOW",
                "SCMP_ACT_ERRNO",
                "SCMP_ACT_KILL",
                "SCMP_ACT_KILL_PROCESS",
                "SCMP_ACT_KILL_THREAD",
                "SCMP_ACT_LOG",
                "SCMP_ACT_NOTIFY",
                "SCMP_ACT_TRACE",
                "SCMP_ACT_TRAP"
            ],
            "operators": [
                "SCMP_CMP_EQ",
                "SCMP_CMP_GE",
                "SCMP_CMP_GT",
                "SCMP_CMP_LE",
                "SCMP_CMP_LT",
                "SCMP_CMP_MASKED_EQ",
                "SCMP_CMP_NE"
            ],
            "archs": [
                "SCMP_ARCH_AARCH64",
                "SCMP_ARCH_ARM",
                "SCMP_ARCH_MIPS",
                "SCMP_ARCH_MIPS64",
                "SCMP_ARCH_MIPS64N32",
                "SCMP_ARCH_MIPSEL",
                "SCMP_ARCH_MIPSEL64",
                "SCMP_ARCH_MIPSEL64N32",
                "SCMP_ARCH_PPC",
                "SCMP_ARCH_PPC64",
                "SCMP_ARCH_PPC64LE",
                "SCMP_ARCH_RISCV64",
                "SCMP_ARCH_S390",
                "SCMP_ARCH_S390X",
                "SCMP_ARCH_X32",
                "SCMP_ARCH_X86",
                "SCMP_ARCH_X86_64"
            ],
            "knownFlags": [
                "SECCOMP_FILTER_FLAG_TSYNC",
                "SECCOMP_FILTER_FLAG_SPEC_ALLOW",
                "SECCOMP_FILTER_FLAG_LOG"
            ],
            "supportedFlags": [
                "SECCOMP_FILTER_FLAG_TSYNC",
                "SECCOMP_FILTER_FLAG_SPEC_ALLOW",
                "SECCOMP_FILTER_FLAG_LOG"
            ]
        },
        "apparmor": {
            "enabled": true
        },
        "selinux": {
            "enabled": true
        },
        "intelRdt": {
            "enabled": true
        },
        "mountExtensions": {
            "idmap": {
                "enabled": true
            }
        }
    },
    "annotations": {
        "io.github.seccomp.libseccomp.version": "2.5.5",
        "org.opencontainers.runc.checkpoint.enabled": "true",
        "org.opencontainers.runc.commit": "v1.2.0-rc.1-0-g275e6d85f78a",
        "org.opencontainers.runc.version": "1.2.0-rc.1"
    },
    "potentiallyUnsafeConfigAnnotations": [
        "bundle",
        "org.systemd.property.",
        "org.criu.config"
    ]
}
SCRIPT_FINISHEDT7oA4-0-
# grep bernhard /etc/passwd; echo bup7F-$?-
bernhard:x:1000:1000:bernhard:/home/bernhard:/bin/bash
bup7F-0-
# cd /var/tmp/runc-1.2.0-rc.1/; echo YBDGe-$?-
YBDGe-0-
# cp -r tests/integration.orig tests/integration; echo vXvoJ-$?-
vXvoJ-0-
# rm tests/integration/none.bats; echo ZG_6B-$?-
rm: cannot remove 'tests/integration/none.bats': No such file or directory
ZG_6B-1-
# rm tests/integration/none.bats; echo ZG_6B-$?-
rm: cannot remove 'tests/integration/none.bats': No such file or directory
ZG_6B-1-
# echo runc-root.tap .. > runc-root.tap; echo Lygxa-$?-
Lygxa-0-
# RUNC=/usr/bin/runc RUNC_USE_SYSTEMD=1 bats --tap tests/integration | tee -a runc-root.tap; echo tGF0U-$?-
1..266
ok 1 runc run no capability
ok 2 runc run with unknown capability
ok 3 runc run with new privileges
ok 4 runc run with some capabilities
ok 5 runc exec (cgroup v2, ro cgroupfs, new cgroupns) does not chown cgroup
ok 6 runc exec (cgroup v2, rw cgroupfs, inherit cgroupns) does not chown cgroup
ok 7 runc exec (cgroup v2, rw cgroupfs, new cgroupns) does chown cgroup
ok 8 runc create (no limits + no cgrouppath + no permission) succeeds
ok 9 runc create (rootless + no limits + cgrouppath + no permission) fails with permission error # skip test requires rootless
ok 10 runc create (rootless + limits + no cgrouppath + no permission) fails with informative error # skip test requires rootless
ok 11 runc create (limits + cgrouppath + permission on the cgroup dir) succeeds
ok 12 runc exec (limits + cgrouppath + permission on the cgroup dir) succeeds
ok 13 runc exec (cgroup v2 + init process in non-root cgroup) succeeds
ok 14 runc run (cgroup v1 + unified resources should fail) # skip test requires cgroups_v1
ok 15 runc run (blkio weight)
ok 16 runc run (per-device io weight for bfq)
ok 17 runc run (cpu.idle)
ok 18 runc run (hugetlb limits)
ok 19 runc run (cgroup v2 resources.unified only)
ok 20 runc run (cgroup v2 resources.unified override)
ok 21 runc run (cgroupv2 mount inside container)
ok 22 runc exec (cgroup v1+hybrid joins correct cgroup) # skip test requires cgroups_hybrid
ok 23 runc exec should refuse a paused container
ok 24 runc exec --ignore-paused
ok 25 runc run/create should error for a non-empty cgroup
ok 26 runc run/create should refuse pre-existing frozen cgroup
ok 27 checkpoint and restore
ok 28 checkpoint and restore (bind mount, destination is symlink)
ok 29 checkpoint and restore (with --debug)
ok 30 checkpoint and restore (cgroupns) # skip test requires cgroups_v1
ok 31 checkpoint --pre-dump (bad --parent-path)
ok 32 checkpoint --pre-dump and restore
ok 33 checkpoint --lazy-pages and restore
ok 34 checkpoint and restore in external network namespace
ok 35 checkpoint and restore with container specific CRIU config
ok 36 checkpoint and restore with nested bind mounts
ok 37 checkpoint then restore into a different cgroup (via --manage-cgroups-mode ignore)
ok 38 runc create
ok 39 runc create exec
ok 40 runc create --pid-file
ok 41 runc create --pid-file with new CWD
ok 42 runc exec --user with no access to cwd
ok 43 runc create sets up user before chdir to cwd if needed # skip test requires rootless
ok 44 runc create can chdir if runc has access
ok 45 global --debug
ok 46 global --debug to --log
ok 47 global --debug to --log --log-format 'text'
ok 48 global --debug to --log --log-format 'json'
ok 49 runc delete
ok 50 runc delete --force
ok 51 runc delete --force ignore not exist
ok 52 runc delete [host pidns + init gone]
ok 53 runc delete --force [host pidns + init gone]
ok 54 runc delete --force [paused container]
ok 55 runc delete --force in cgroupv1 with subcgroups # skip test requires cgroups_v1
ok 56 runc delete --force in cgroupv2 with subcgroups
ok 57 runc delete removes failed systemd unit
ok 58 runc run [redundant default /dev/tty]
ok 59 runc run [redundant default /dev/ptmx]
ok 60 runc run/update [device cgroup deny]
ok 61 runc run [device cgroup allow rw char device]
ok 62 runc run [device cgroup allow rm block device]
ok 63 runc exec vs systemctl daemon-reload
ok 64 events --stats
ok 65 events --stats with psi data # skip test requires psi
ok 66 events --interval default
ok 67 events --interval 1s
ok 68 events --interval 100ms
ok 69 events oom
ok 70 runc exec
ok 71 runc exec [exit codes]
ok 72 runc exec --pid-file
ok 73 runc exec --pid-file with new CWD
ok 74 runc exec ls -la
ok 75 runc exec ls -la with --cwd
ok 76 runc exec --env
ok 77 runc exec --user
ok 78 runc exec --user vs /dev/null ownership
ok 79 runc exec --additional-gids
ok 80 runc exec --preserve-fds
ok 81 runc --debug exec
ok 82 runc --debug --log exec
ok 83 runc exec --cgroup sub-cgroups [v1] # skip test requires cgroups_v1
ok 84 runc exec --cgroup subcgroup [v2]
ok 85 runc exec [execve error]
ok 86 runc -h
ok 87 runc command -h
ok 88 runc foo -h
ok 89 runc create [second createRuntime hook fails]
ok 90 runc create [hook fails]
ok 91 runc run [hook fails]
ok 92 runc run (hooks library tests) # skip test requires no_systemd
ok 93 runc run [host mount ns + hooks]
ok 94 simple idmap mount [userns]
ok 95 simple idmap mount [no userns]
ok 96 write to an idmap mount [userns]
ok 97 write to an idmap mount [no userns]
ok 98 idmap mount with propagation flag [userns]
ok 99 idmap mount with relative path [userns]
ok 100 idmap mount with bind mount [userns]
ok 101 idmap mount with bind mount [no userns]
ok 102 two idmap mounts (same mapping) with two bind mounts [userns]
ok 103 same idmap mount (different mappings) [userns]
ok 104 same idmap mount (different mappings) [no userns]
ok 105 multiple idmap mounts (different mappings) [userns]
ok 106 multiple idmap mounts (different mappings) [no userns]
ok 107 idmap mount (complicated mapping) [userns]
ok 108 idmap mount (complicated mapping) [no userns]
ok 109 idmap mount (non-recursive idmap) [userns]
ok 110 idmap mount (non-recursive idmap) [no userns]
ok 111 idmap mount (idmap flag) [userns]
ok 112 idmap mount (idmap flag) [no userns]
ok 113 idmap mount (ridmap flag) [userns]
ok 114 idmap mount (ridmap flag) [no userns]
ok 115 idmap mount (idmap flag, implied mapping) [userns]
ok 116 idmap mount (ridmap flag, implied mapping) [userns]
ok 117 idmap mount (idmap flag, implied mapping, userns join) [userns]
ok 118 ioprio_set is applied to process group
ok 119 kill detached busybox
ok 120 kill KILL [host pidns]
ok 121 kill KILL [host pidns + init gone]
ok 122 list
ok 123 mask paths [file]
ok 124 mask paths [directory]
ok 125 mask paths [prohibit symlink /proc]
ok 126 mask paths [prohibit symlink /sys]
ok 127 runc run [tmpcopyup]
ok 128 runc run [bind mount]
ok 129 runc run [ro tmpfs mount]
ok 130 runc run [ro /dev mount]
ok 131 runc run [tmpfs mount with absolute symlink]
ok 132 runc run [ro /sys/fs/cgroup mounts]
ok 133 runc run [ro /sys/fs/cgroup mounts + cgroupns]
ok 134 runc run [mount order, container bind-mount source]
ok 135 runc run [mount order, container bind-mount source] (userns)
ok 136 runc run [mount order, container idmap source]
ok 137 runc run [mount order, container idmap source] (userns)
ok 138 runc run [rbind,ro mount is read-only but not recursively]
ok 139 runc run [rbind,rro mount is recursively read-only]
ok 140 runc run [rbind,ro,rro mount is recursively read-only too]
ok 141 runc run [mount(8)-like behaviour: --bind with no options]
ok 142 runc run [mount(8)-unlike behaviour: --bind with clearing flag]
ok 143 runc run [implied-rw bind mount of a ro fuse sshfs mount]
ok 144 runc run [explicit-rw bind mount of a ro fuse sshfs mount]
ok 145 runc run [dev,exec,suid,atime bind mount of a nodev,nosuid,noexec,noatime fuse sshfs mount]
ok 146 runc run [ro bind mount of a nodev,nosuid,noexec fuse sshfs mount]
ok 147 runc run [ro,symfollow bind mount of a rw,nodev,nosymfollow fuse sshfs mount]
ok 148 runc run [ro,noexec bind mount of a nosuid,noatime fuse sshfs mount]
ok 149 runc run [bind mount {no,rel,strict}atime semantics]
ok 150 runc run --no-pivot must not expose bare /proc
ok 151 runc pause and resume
ok 152 runc pause and resume with nonexist container
ok 153 runc run personality for i686
ok 154 runc run personality with exec for i686
ok 155 runc run personality for x86_64
ok 156 runc run personality with exec for x86_64
ok 157 runc create [ --pidfd-socket ] 
ok 158 runc run [ --pidfd-socket ] 
ok 159 runc exec [ --pidfd-socket ] [cgroups_v1]  # skip test requires cgroups_v1
ok 160 runc exec [ --pidfd-socket ] [cgroups_v2] 
ok 161 ps
ok 162 ps -f json
ok 163 ps -e -x
ok 164 ps after the container stopped
ok 165 global --root
ok 166 runc run
ok 167 runc run --keep
ok 168 runc run --keep (check cgroup exists) # skip test requires no_systemd
ok 169 runc run [hostname domainname]
ok 170 runc run with tmpfs
ok 171 runc run with tmpfs perms
ok 172 RUNC_DMZ=true runc run [runc-dmz]
ok 173 RUNC_DMZ=true runc run [cap_sys_ptrace -> /proc/self/exe clone]
ok 174 runc run [/proc/self/exe clone]
ok 175 runc run [joining existing container namespaces]
ok 176 RUNC_DMZ=true runc run [exec error]
ok 177 runc run [execve error]
ok 178 scheduler is applied
ok 179 scheduler vs cpus
ok 180 runc run [seccomp] (SCMP_ACT_NOTIFY old kernel) # skip requires kernel < 5.6
ok 181 runc run [seccomp] (SCMP_ACT_NOTIFY noNewPrivileges false)
ok 182 runc run [seccomp] (SCMP_ACT_NOTIFY noNewPrivileges true)
ok 183 runc exec [seccomp] (SCMP_ACT_NOTIFY noNewPrivileges false)
ok 184 runc exec [seccomp] (SCMP_ACT_NOTIFY noNewPrivileges true)
ok 185 runc run [seccomp] (SCMP_ACT_NOTIFY important syscalls noNewPrivileges false)
ok 186 runc run [seccomp] (SCMP_ACT_NOTIFY important syscalls noNewPrivileges true)
ok 187 runc run [seccomp] (ignore listener path if no notify act)
ok 188 runc run [seccomp] (SCMP_ACT_NOTIFY empty listener path and notify act)
ok 189 runc run [seccomp] (SCMP_ACT_NOTIFY wrong listener path)
ok 190 runc run [seccomp] (SCMP_ACT_NOTIFY wrong abstract listener path)
ok 191 runc run [seccomp] (SCMP_ACT_NOTIFY kill seccompagent)
ok 192 runc run [seccomp] (SCMP_ACT_NOTIFY no seccompagent)
ok 193 runc run [seccomp] (SCMP_ACT_NOTIFY error chmod)
ok 194 runc run [seccomp] (SCMP_ACT_NOTIFY write)
ok 195 runc run [seccomp] (SCMP_ACT_NOTIFY startContainer hook)
ok 196 runc run [seccomp] (SCMP_ACT_NOTIFY example config)
ok 197 runc run [seccomp -ENOSYS handling]
ok 198 runc run [seccomp defaultErrnoRet=ENXIO]
ok 199 runc run [seccomp] (SCMP_ACT_ERRNO default)
ok 200 runc run [seccomp] (SCMP_ACT_ERRNO explicit errno)
ok 201 runc run [seccomp] (SECCOMP_FILTER_FLAG_*)
ok 202 runc run [seccomp] (SCMP_ACT_KILL)
ok 203 runc run [seccomp] (startContainer hook)
ok 204 runc run (no selinux label) # skip requires SELinux enabled and in enforcing mode
ok 205 runc run (custom selinux label, RUNC_DMZ=true) # skip requires SELinux enabled and in enforcing mode
ok 206 runc run (custom selinux label) # skip requires SELinux enabled and in enforcing mode
ok 207 spec generation cwd
ok 208 spec generation --bundle
ok 209 spec validator
ok 210 runc start
ok 211 runc run detached
ok 212 runc run detached ({u,g}id != 0)
ok 213 runc run detached --pid-file
ok 214 runc run detached --pid-file with new CWD
ok 215 runc run
ok 216 runc run ({u,g}id != 0)
ok 217 runc run as user with no exec bit but CAP_DAC_OVERRIDE set
ok 218 runc run with rootfs set to .
ok 219 runc run --pid-file
ok 220 runc run [rootless with host pidns]
ok 221 runc run [redundant seccomp rules]
ok 222 state (kill + delete)
ok 223 state (pause + resume)
ok 224 runc run [timens offsets with no timens]
ok 225 runc run [timens with no offsets]
ok 226 runc run [simple timens]
ok 227 runc run [simple timens + userns]
ok 228 runc run [stdin not a tty]
ok 229 runc run [tty ptsname]
ok 230 runc run [tty owner]
ok 231 runc run [tty owner] ({u,g}id != 0)
ok 232 runc exec [stdin not a tty]
ok 233 runc exec [tty ptsname]
ok 234 runc exec [tty owner]
ok 235 runc exec [tty owner] ({u,g}id != 0)
ok 236 runc exec [tty consolesize]
ok 237 runc create [terminal=false]
ok 238 runc run [terminal=false]
ok 239 runc run -d [terminal=false]
ok 240 umask
ok 241 update cgroup v1/v2 common limits
ok 242 update cgroup cpu limits
ok 243 cpu burst
ok 244 set cpu period with no quota
ok 245 set cpu period with no quota (invalid period)
ok 246 set cpu quota with no period
ok 247 update cpu period with no previous period/quota set
ok 248 update cpu quota with no previous period/quota set
ok 249 update cpu period in a pod cgroup with pod limit set # skip test requires cgroups_v1
ok 250 update cgroup cpu.idle
ok 251 update cgroup cpu.idle via systemd v252+
ok 252 update cgroup v2 resources via unified map
ok 253 update cpuset parameters via resources.CPU
ok 254 update cpuset parameters via v2 unified map
ok 255 update cpuset cpus range via v2 unified map # skip test requires more_than_8_core
ok 256 update rt period and runtime # skip test requires cgroups_v1
ok 257 update devices [minimal transition rules]
ok 258 update paused container
ok 259 update memory vs CheckBeforeUpdate
ok 260 userns with simple mount
ok 261 userns with 2 inaccessible mounts
ok 262 userns with inaccessible mount + exec
ok 263 userns with bind mount before a cgroupfs mount # skip test requires cgroups_v1
ok 264 userns join other container userns
ok 265 userns join other container userns [bind-mounted nsfd]
ok 266 runc version
tGF0U-0-
# curl --form upload=@runc-root.tap --form upname=runc_integration-runc-root.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/runc-root.tap; echo 5ACYI-$?-
OK: runc_integration-runc-root.tap
5ACYI-0-
# rm -rf tests/integration; echo ORiPV-$?-
ORiPV-0-
# cd ~; echo qL7Vy-$?-
qL7Vy-0-
# rm -rf /var/tmp/runc-1.2.0-rc.1/; echo Z0xyX-$?-
Z0xyX-0-
# which bats; echo d3J0P-$?-
/usr/local/bin/bats
d3J0P-0-
# rpm -q aardvark-dns firewalld iproute2 iptables jq netavark dbus-1-daemon ncat; echo nEgBE-$?-
package aardvark-dns is not installed
firewalld-2.1.2-1.1.noarch
iproute2-6.9-1.1.x86_64
iptables-1.8.10-2.3.x86_64
jq-1.7.1-1.3.x86_64
package netavark is not installed
dbus-1-daemon-1.14.10-2.3.x86_64
package ncat is not installed
nEgBE-3-
# zypper -n in aardvark-dns firewalld iproute2 iptables jq netavark dbus-1-daemon ncat | cat; ( exit ${PIPESTATUS[0]} ); echo r0sjM-$?-
Loading repository data...
Reading installed packages...
'firewalld' is already installed.
No update candidate for 'firewalld-2.1.2-1.1.noarch'. The highest available version is already installed.
'iproute2' is already installed.
No update candidate for 'iproute2-6.9-1.1.x86_64'. The highest available version is already installed.
'iptables' is already installed.
No update candidate for 'iptables-1.8.10-2.3.x86_64'. The highest available version is already installed.
'jq' is already installed.
No update candidate for 'jq-1.7.1-1.3.x86_64'. The highest available version is already installed.
'dbus-1-daemon' is already installed.
No update candidate for 'dbus-1-daemon-1.14.10-2.3.x86_64'. The highest available version is already installed.
Resolving package dependencies...

The following 4 NEW packages are going to be installed:
  aardvark-dns libpcap1 ncat netavark

4 new packages to install.
Overall download size: 5.6 MiB. Already cached: 0 B. After the operation, additional 21.2 MiB will be used.

Backend:  classic_rpmtrans
Continue? [y/n/v/...? shows all options] (y): y
Retrieving: aardvark-dns-1.10.0-1.3.x86_64 (OSS) (1/4), 989.7 KiB    
Retrieving: aardvark-dns-1.10.0-1.3.x86_64.rpm [.done]
Retrieving: libpcap1-1.10.4-2.2.x86_64 (OSS) (2/4), 182.3 KiB    
Retrieving: libpcap1-1.10.4-2.2.x86_64.rpm [.done]
Retrieving: netavark-1.10.3-1.2.x86_64 (OSS) (3/4),   4.1 MiB    
Retrieving: netavark-1.10.3-1.2.x86_64.rpm [.done]
Retrieving: ncat-7.94-3.4.x86_64 (NON_OSS) (4/4), 339.2 KiB    
Retrieving: ncat-7.94-3.4.x86_64.rpm [.done]

Checking for file conflicts: [..done]
(1/4) Installing: aardvark-dns-1.10.0-1.3.x86_64 [..done]
(2/4) Installing: libpcap1-1.10.4-2.2.x86_64 [..done]
(3/4) Installing: netavark-1.10.3-1.2.x86_64 [..done]
(4/4) Installing: ncat-7.94-3.4.x86_64 [..done]
Running post-transaction scripts [....done]
r0sjM-0-
# cp /usr/bin/ncat /usr/local/bin/nc; echo 0XXxU-$?-
0XXxU-0-
# ls /sys/fs/cgroup/cgroup.controllers; echo kjwUb-$?-
/sys/fs/cgroup/cgroup.controllers
kjwUb-0-
# cat > /tmp/scriptJFI6k.sh << 'EOT_JFI6k'; echo JFI6k-$?-
> rpm -ql netavark | grep podman/netavark
> EOT_JFI6k
JFI6k-0-
# echo JFI6k; bash -oe pipefail /tmp/scriptJFI6k.sh ; echo SCRIPT_FINISHEDJFI6k-$?-
JFI6k
/usr/libexec/podman/netavark
SCRIPT_FINISHEDJFI6k-0-
# cat > /tmp/scriptJFNcb.sh << 'EOT_JFNcb'; echo JFNcb-$?-
> /usr/libexec/podman/netavark --version
> EOT_JFNcb
JFNcb-0-
# echo JFNcb; bash -oe pipefail /tmp/scriptJFNcb.sh ; echo SCRIPT_FINISHEDJFNcb-$?-
JFNcb
netavark 1.10.3
SCRIPT_FINISHEDJFNcb-0-
# cd /var/tmp; echo Pw7vm-$?-
Pw7vm-0-
# cat > /tmp/scriptHLXrE.sh << 'EOT_HLXrE'; echo HLXrE-$?-
> /usr/libexec/podman/netavark --version | awk '{ print $2 }'
> EOT_HLXrE
HLXrE-0-
# echo HLXrE; bash -oe pipefail /tmp/scriptHLXrE.sh ; echo SCRIPT_FINISHEDHLXrE-$?-
HLXrE
1.10.3
SCRIPT_FINISHEDHLXrE-0-
# timeout  300 curl -sL https://github.com/containers/netavark/archive/refs/tags/v1.10.3.tar.gz | tar -zxf -; echo JgVYw-$?-
JgVYw-0-
# cd /var/tmp/netavark-1.10.3/; echo 7ifWk-$?-
7ifWk-0-
# cp -r test test.orig; echo FWTOp-$?-
FWTOp-0-
# cp -r test.orig test; echo Nvo9G-$?-
Nvo9G-0-
# rm test/001-basic.bats; echo h1Irv-$?-
h1Irv-0-
# rm test/100-bridge-iptables.bats; echo 4LntA-$?-
4LntA-0-
# rm test/200-bridge-firewalld.bats; echo PpHso-$?-
PpHso-0-
# rm test/250-bridge-nftables.bats; echo jLjVw-$?-
jLjVw-0-
# rm test/500-plugin.bats; echo tsNbL-$?-
tsNbL-0-
# echo netavark.tap .. > netavark.tap; echo AVqZR-$?-
AVqZR-0-
# PATH=/usr/local/bin:$PATH NETAVARK=/usr/libexec/podman/netavark bats --tap test | tee -a netavark.tap; echo ZZ1t4-$?-
1..23
ok 1 simple macvlan setup
ok 2 macvlan setup with static routes
ok 3 macvlan setup no default route
ok 4 macvlan setup internal
ok 5 macvlan setup with mtu
ok 6 macvlan modes
ok 7 macvlan ipam none
ok 8 macvlan static mac
ok 9 macvlan same interface name on host
ok 10 macvlan same interface name on container
ok 11 simple ipvlan setup
ok 12 ipvlan setup with static routes
ok 13 ipvlan setup no default route
ok 14 ipvlan setup internal
ok 15 ipvlan setup with mtu
ok 16 ipvlan modes
ok 17 ipvlan ipam none
ok 18 ipvlan same interface name on host
ok 19 ipvlan same interface name on container
ok 20 check none firewall driver is in use
ok 21 vrf - bridge with vrf
not ok 22 vrf - simple bridge
# (from function `die' in file test/helpers.bash, line 249,
#  from function `run_helper' in file test/helpers.bash, line 233,
#  from function `run_in_host_netns' in file test/helpers.bash, line 166,
#  in test file test/600-bridge-vrf.bats, line 23)
#   `run_in_host_netns ip -j --details link show podman0' failed
#  nsenter -n -m -w -t 8033 ip link set lo up
#  nsenter -n -m -w -t 8033 /usr/libexec/podman/netavark --rootless false --config /tmp/netavark_bats.6yRCt3/config --file /var/tmp/netavark-1.10.3/test/testfiles/simplebridge.json setup /proc/8035/ns/net
# {"podman":{"dns_search_domains":[],"dns_server_ips":[],"interfaces":{"eth0":{"mac_address":"1e:2d:44:f9:1a:de","subnets":[{"gateway":"10.88.0.1","ipnet":"10.88.0.2/16"}]}}}}
#  nsenter -n -m -w -t 8033 ip -j --details link show podman0
# Device "podman0" does not exist.
# [ rc=1 (** EXPECTED 0 **) ]
# #/vvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvvv
# #| FAIL: exit code is 1; expected 0
# #\^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^
ok 23 vrf - non existent vrf
ZZ1t4-0-
# curl --form upload=@netavark.tap --form upname=netavark_integration-netavark.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/netavark.tap; echo pCFez-$?-
OK: netavark_integration-netavark.tap
pCFez-0-
# rm -rf test; echo _G1Di-$?-
_G1Di-0-
# cd ~; echo qL7Vy-$?-
qL7Vy-0-
# rm -rf /var/tmp/netavark-1.10.3/; echo mEQa7-$?-
mEQa7-0-
# which bats; echo d3J0P-$?-
/usr/local/bin/bats
d3J0P-0-
# rpm -q aardvark-dns firewalld iproute2 iptables jq netavark slirp4netns dbus-1-daemon ncat; echo 5R9p7-$?-
aardvark-dns-1.10.0-1.3.x86_64
firewalld-2.1.2-1.1.noarch
iproute2-6.9-1.1.x86_64
iptables-1.8.10-2.3.x86_64
jq-1.7.1-1.3.x86_64
netavark-1.10.3-1.2.x86_64
package slirp4netns is not installed
dbus-1-daemon-1.14.10-2.3.x86_64
ncat-7.94-3.4.x86_64
5R9p7-1-
# zypper -n in aardvark-dns firewalld iproute2 iptables jq netavark slirp4netns dbus-1-daemon ncat | cat; ( exit ${PIPESTATUS[0]} ); echo WsZU5-$?-
Loading repository data...
Reading installed packages...
'ncat' is already installed.
No update candidate for 'ncat-7.94-3.4.x86_64'. The highest available version is already installed.
'firewalld' is already installed.
No update candidate for 'firewalld-2.1.2-1.1.noarch'. The highest available version is already installed.
'iproute2' is already installed.
No update candidate for 'iproute2-6.9-1.1.x86_64'. The highest available version is already installed.
'iptables' is already installed.
No update candidate for 'iptables-1.8.10-2.3.x86_64'. The highest available version is already installed.
'jq' is already installed.
No update candidate for 'jq-1.7.1-1.3.x86_64'. The highest available version is already installed.
'netavark' is already installed.
No update candidate for 'netavark-1.10.3-1.2.x86_64'. The highest available version is already installed.
'aardvark-dns' is already installed.
No update candidate for 'aardvark-dns-1.10.0-1.3.x86_64'. The highest available version is already installed.
'dbus-1-daemon' is already installed.
No update candidate for 'dbus-1-daemon-1.14.10-2.3.x86_64'. The highest available version is already installed.
Resolving package dependencies...

The following 2 NEW packages are going to be installed:
  libslirp0 slirp4netns

2 new packages to install.
Overall download size: 128.6 KiB. Already cached: 0 B. After the operation, additional 240.0 KiB will be used.

Backend:  classic_rpmtrans
Continue? [y/n/v/...? shows all options] (y): y
Retrieving: libslirp0-4.8.0+2-1.1.x86_64 (OSS) (1/2),  81.5 KiB    
Retrieving: libslirp0-4.8.0+2-1.1.x86_64.rpm [.done]
Retrieving: slirp4netns-1.3.1-1.1.x86_64 (OSS) (2/2),  47.0 KiB    
Retrieving: slirp4netns-1.3.1-1.1.x86_64.rpm [.done]

Checking for file conflicts: [..done]
(1/2) Installing: libslirp0-4.8.0+2-1.1.x86_64 [..done]
(2/2) Installing: slirp4netns-1.3.1-1.1.x86_64 [..done]
Running post-transaction scripts [....done]
WsZU5-0-
# ls /sys/fs/cgroup/cgroup.controllers; echo kjwUb-$?-
/sys/fs/cgroup/cgroup.controllers
kjwUb-0-
# cat > /tmp/scriptlQyMM.sh << 'EOT_lQyMM'; echo lQyMM-$?-
> rpm -ql aardvark-dns | grep podman/aardvark-dns
> EOT_lQyMM
lQyMM-0-
# echo lQyMM; bash -oe pipefail /tmp/scriptlQyMM.sh ; echo SCRIPT_FINISHEDlQyMM-$?-
lQyMM
/usr/libexec/podman/aardvark-dns
SCRIPT_FINISHEDlQyMM-0-
# cat > /tmp/scriptn4FI7.sh << 'EOT_n4FI7'; echo n4FI7-$?-
> /usr/libexec/podman/aardvark-dns --version
> EOT_n4FI7
n4FI7-0-
# echo n4FI7; bash -oe pipefail /tmp/scriptn4FI7.sh ; echo SCRIPT_FINISHEDn4FI7-$?-
n4FI7
aardvark-dns 1.10.0
SCRIPT_FINISHEDn4FI7-0-
# cd /var/tmp; echo Pw7vm-$?-
Pw7vm-0-
# cat > /tmp/scriptX~AEs.sh << 'EOT_X~AEs'; echo X~AEs-$?-
> /usr/libexec/podman/aardvark-dns --version | awk '{ print $2 }'
> EOT_X~AEs
X~AEs-0-
# echo X~AEs; bash -oe pipefail /tmp/scriptX~AEs.sh ; echo SCRIPT_FINISHEDX~AEs-$?-
X~AEs
1.10.0
SCRIPT_FINISHEDX~AEs-0-
# timeout  300 curl -sL https://github.com/containers/aardvark-dns/archive/refs/tags/v1.10.0.tar.gz | tar -zxf -; echo EFX3q-$?-
EFX3q-0-
# cd /var/tmp/aardvark-dns-1.10.0/; echo QWqXo-$?-
QWqXo-0-
# cp -r test test.orig; echo FWTOp-$?-
FWTOp-0-
# cp -r test.orig test; echo Nvo9G-$?-
Nvo9G-0-
# rm test/100-basic-name-resolution.bats; echo BEMbt-$?-
BEMbt-0-
# rm test/200-two-networks.bats; echo tST55-$?-
tST55-0-
# rm test/300-three-networks.bats; echo pM~1b-$?-
pM~1b-0-
# rm test/500-reverse-lookups.bats; echo 68HKa-$?-
68HKa-0-
# echo aardvark.tap .. > aardvark.tap; echo CCw1g-$?-
CCw1g-0-
# AARDVARK=/usr/libexec/podman/aardvark-dns bats --tap test | tee -a aardvark.tap; echo 2YQ1C-$?-
1..1
ok 1 two containers on the same network with aliases
2YQ1C-0-
# curl --form upload=@aardvark.tap --form upname=aardvark_integration-aardvark.tap http://10.0.2.2:20093/lgB7_LwG8MNsxMg8/uploadlog/aardvark.tap; echo O07v0-$?-
OK: aardvark_integration-aardvark.tap
O07v0-0-
# rm -rf test; echo _G1Di-$?-
_G1Di-0-
# cd ~; echo qL7Vy-$?-
qL7Vy-0-
# rm -rf /var/tmp/aardvark-1.10.0/; echo fsnXU-$?-
fsnXU-0-
# 